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PREFACE 



This book is a translation of Professor J. Melan's article 
on arches {Theorie des Gewolbes und des Eisenbetongewdlbes im 
besonderen)y published in F. von Emperger's Handbuch fUr 
EisenbeUmbau (Berlin, 1908). A second, revised edition of 
this work appeared in 191 2, with much valuable material added 
by Melan; this latest edition is represented in this translation. 

The recognized leading position of the author in this field 
of structural design and the extensive use of his system of 
arch construction in all parts of the world should be sufficient 
justification for presenting this book to the engineers of this 
country. 

The present work constitutes one of the most thorough 
treatments of reinforced concrete arches in any language. 
After a brief discussion of the fundamental principles of arches 
and a simple though comprehensive treatment of the stresses 
in reinforced concrete sections, there are presented analytic 
and graphic methods for the complete design of all types of 
concrete arches occurring in practice. The graphic methods 
which are given, permitting -the- iise; o/^infliiepi:^^ lines, will 
be found very practical, alt^ioi^gli xxtyv to American designers. 
The effects of temperature, of yi^di«g;-abutments and of non- 
vertical loads are separately conadferei.' - 

The following are some sp«:ial: features which should com- 
mend this book to American 'readers.' In addition to the 
exact treatments, simple approximations and short cuts are 
introduced which will prove highly useful for preliminary and 
less exacting designs. Easily-applied formulae are developed 
for determining in advance the best curve for an arch and 
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the required dimensions and reinforcement. These 

methods are illustrated with numerical examples borrowed from 
actual practice. The principle of the Melan system of arch con- 
struction is fully explained and its inherent economy concretely 
demonstrated. Complete computations of stresses, analytic 
and graphic respectively, of two notable examples of reinforced 
concrete arches are given in the appendbc. 

In the closing chapter there is introduced an expeditious 
method for proportioning or investigating concrete sections 
with single or double reinforcement by means of a chart. 
This diagram has been taken from Prof. Melan's Hilfstafel 
zur Berechnung doppelt-artnierter Balken, Platlen und GewSlbe 
(Prague, 1007). An additional set of curves (in red) has 
been added by the translator and a key with numerical examples 
has been appended in order to enhance the usefulness of this 
chart. 

In making this translation, the notation has been modified 
and an index of the symbols inserted for greater clearness. 
All of the numerical examples and data have been converted 
from metric to English units. With the exception of a few 
minor annotations, the original text (second, revised edition) 
has been faithfully followed throughout. 

The translator desires to express his indebtedness to Pro- 
fessor Melan for his generous consent to the publication of 
this translation and for helpful courtesies extended during its 
preparation. 

..;..; ...... ._ . ....... D. B, S. 

New YoEK^Jinlitry^.igYs. '.,"„• ■; ;." ; 
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il=area of cross-section. 
ilo=mean area of cross-section. (Page 42.) 
il«=area of steel reinforcement per width 6. 
Af S= vertical components of end-reactions. (Fig. 6.) 
^1, Aif i4i= coefficients defined by Eqs. (20). 

a= abscissa of any load P. (Figs. 6, 13.) 
00= ratio of reinforcement at the crown. (Chap. XIII.) 
aif at= distances of extreme fibers from center of gravity of section. 

(Fig. 2.) 
a', a"= ratios of tension and compression reinforcement. (Chap. XIV.) 

b= width of section. 

C, C, C"=arch functions introduced in Eq. (68). 
c= small correction term. (Page 47.) 

({= radial depth of section. (Fig. 4.) 
(io= thickness of arch at crown. (Fig. 34.) 
di= thickness of arch at quarter-points. (Fig. 38.) 
do = depth at crown reduced to equivalent in plain concrete. (Eq. 

(92).) 
<fi'= depth at quarter-points reduced to equivalent in plain concrete. 

(Eq. (97).) 

£= modulus of elasticity. (£,, for steel; £c, for concrete; Ect, for 

concrete in tension; Ecpf for concrete in compression.) 
e= distance between axis of steel and axis of concretes ei+ev. 
(Fig. 4.) 

/= versed-sine or rise of arch-axis. (Fig. 6.) 
f=nse of line of resistance. (Eq. (46).) 
/o= reduced arch-rise, defined by Eq. (80). 
/i, /s= stresses in extreme concrete fibers. (Fig. 3.) 
/i',/a'= stresses in extreme steel fibers. (Fig. 5.) 
/«= fiber stress at unit distance from neutral axis. 

/<^/et= extreme fiber stresses in the concrete. 

.. 
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viii INDEX TO NOTATION 

/«. fm /«<== extreme fiber stresses in the steel reinforcement. 
ft= fiber stress produced by temperature change. 

G=a concentrated vertical load. (Fig. 17). 
g= intensity of dead load per unit length. 
^0= intensity of dead load at the crown. 

g'= intensity of dead load above the crown= y\u^ (Cliap. XIII.) 
go'= dead load at crown carried by the centering. (Chap. XIII.) 

H= horizontal thrust of arch= horizontal component cf R, (Fig. i.) 
Hg= horizontal thrust produced by dead load g. (Fig. 24.) 
Hp= horizontal thrust produced by live load p covering the whole 

span. (Fig. 24.) 
//i= horizontal thrust for loading on one-half of the span. 
Hi, Mtj etc.= eflfects of temperature. (Chap. V.) 

/^'= axial thrust at crown of arch. (Fig. 22.) 
Hoj Hoy Eii" = Horizontal thrusts in continuous arches on assumption of 

rigid supports. (Fig. 33.) 
A= vertical intercept between line of resistance and arch-axis. 
(Fig. 15.) 
hat hb= heights of elastic end piers. (Fig. 26.) 
hif Aj= heights of piers. (Fig. 33.) 

A'=diflference in elevation of ends of arch. (Fig. 20.) 
A= altitude of roadway parabola. (Fig. 34.) (Chap. XI only.) 

/= moment of inertia of section. 
/«= moment of inertia of steel reinforcement. 
/o = value of / at crown. (Chap. VII.) 

f = sectional constant= / -i- bd*. (Chap. XIV.) 

/= distance of axis of the steel from the compression fibers of a 
section. (Fig. 5.) 

ife= fraction of weight of arch carried by the centering. (Chap. 
XIII.) 
i^i, ifea= lower and upper core-distances. (Fig. 2.) 

/= span of arch-axis. (Fig. 6.) 
/i, /«= abscissae of ends of arch. (Fig. 27.) 

102= summation of moments, introduced in Eq. (16). 
if = bending moment at any section, referred to its center axis. 
Ma= bending moment at any section, referred to its resultant axis. 
i/o= bending moment at the crown. (Fig. 13.) 
Mb= bending moment in a simple beam. 

'= moment of vertical loads about the crown. (Eq. (9).) 
= live-load bending moment in leaded half of arch. 
« live-load bending moment in unloaded half -arch. 
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IX 



!«= ratio of elastic moduli of 
Ii'= coefficients of resisting mo 



JV=the notraal force acting on 

if. (I'ig. I.) 
n= ratio of clastic moduli of steel and concrcte=£( 



.ension and compression 
(Chap. XrV-) 
tion,= normal component of 



■n of loads, introduced in Eq. (i6). 
P=a concentrated load acting on arch. (Fig. i.) 
f= intensity of live load. 

^i=intensity of live toad assumed over one-half of the span. 
^11= lever arm of N about center of gravity of section. (Fig. j.) 
^u=p3le distance. {Fig. 35.) 

g= total intensity of loading at any point, j 

50= total intensity of loading at crown. (Eq. (70).) 
gi= total intensity of loading at springing. (Fig. 3S.) 
5'= correction term introduced in Eq. {37). 
9"= abbreviation defined by Eq. (71). 



= resultant pressure at any scci 
= radius of curvature of arch-a 
= radius of curvature of line of 
= radius of curvature of the intrados 



I. (Fig. 3.) 



: the ci 



(Fig. 37.) 
rown. (Fig.37-> 
1. (Fig. 37.) 



r, = radial component of R. (Fig. 1.) 
S6= transverse shear in a simple beam. 
I=nia:imum fiber stress at a section (plain concrete). 
ig=average intensity of stress in the concrete at the crown 
di=element of arch-axis. 



T= change of temperature. 
1, to, (i, k= intercepts between arch-chord and X-axis. 

n= depth of filling at any point. (Fig. 34.) 
Ho=depth of filling above crown. (Fig. 34.) 
u, c= coordinates of center of curvature of arch a 



V=vertical shear at crown. (Fig. 15.) 

W= concentrated load applied parallel to J 
VI.) 



ds. (Fig. 22.) (Chap. 



W= total worit of elastic deformation of the arch. 
W, W, H'"=elastic weights (concentrations), defined by Eqs. (36). 
Tcf, it"=elastic weights (distributed), defined by Eqs. (33). 
a'i= abbreviation introduced on page go. (Chap. XI.) 
!i t"^ abbreviation defined by Eq. (SbJ. 
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Xif X2= reaction unknowns defined by Eqs. (28). 
x, y= coordinates of arch-axis. (Fig. 6.) 
x'= abscissae of arch-axis measured from right end of span. (Fig. 16.) 
x= distance of neutral axis from the compression fibers of a section. 

(Fig. 5.) (Chap. II only.) 
x= fractional distance of neutral axis from the compression fibers. 
(Chap. XIV only.) 

y'=ordinates of arch-axis above the arch-chord. (Fig. 16.) 
yi= ordinate at quarter-point of arch. (Fig. 36.) 

Z= section modulus. (Chap. XIII.) 
2oi zi, Z2=ordinates of chord of line of resistance. (Fig. 15.) 
«, z', 2"=ordinates of influence lines for H^ Xi, Xi, (Fig. 17.) 

a= inclination of arch-cord to the horizontal (Fig. 6.) 

a, /3, </), €= coefficients defined by Eqs. (19). 

«r> Pn 4>Ti Tr, 5r= coefficients defined by Eqs. (42). 

4^ 
/3= constant of roadway parabola= — . (Fig. 34.) 

7, 71= densities of concrete and spandrel filling, respectively. 

k 
7'= density of concrete multiplied by . (Eq. (94).) 

i+»ao 

5i, 62= horizontal displacements of abutments. 

5a= horizontal displacement produced by H= i acting on arch. 
hp— horizontal displacement produced by H= i acting on top of pier. 
5a, 56= horizontal displacements of abutments produced by H= i. 
0a, </>6= rotation of end sections produced by H= i. 
^a, ^6= rotation of end sections produced by Af= i. 
</)= inclination of section to the vertical. (Fig. 6.) 
\^A=end rotation producible by 3/= i acting on arch. 
\^p= rotation of top of pier producible by M— i. 
d^= angular rotation of any section. (Fig. 14.) 
T= inclination of axis of abscissae. (Fig. 15.) 
(i>= coefficient of linear expansion. 
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PLAIN AND REINFORCED 
CONCRETE ARCHES 



CHAPTER I 
THE FORCES ACTING ON AN ARCH 

Consider a strip cut from a cylindrical arch by two vertical 
planes parallel to the heads of the arch, with no normal or 
shearing forces acting in the planes of section. Strictly, the 
last condition can be realized only in an arch of homogeneous 
material, loaded imiformly in the transverse direction; further- 
more, the heads of the arch must be perpendicular to the ele- 
ments of the cylindrical surface or soffit, i.e., a right arch is 
presupposed. In all other cases, particularly in skew-arches, 
the above assxmiption can be only approximately correct. 

On the arch-strip thus abstracted, we have certain forces 
acting; usually these are simply forces of gravity, so that we 
may conSne our attention to vertical loading. These loads 
consist of the dead weight of the arch and superstructure, 
together with the useful or live load. Now consider the arch- 
strip (Fig. i) divided into separate segments or voussoirs by 
joint-planes or sections i, 2, 3, . . . , with the end-planc» A 
and B resting against fixed abutments. With the prcvioun 
assmnption of no shears in the bead-planes, each vounnoir, 
e.g., 1-2, is subjected to the action of three forces, namely, 
the given external load P2 and the two resultant pressurcjl 
-Ri and R2 in the abutting joints. These forces must hoW each 
other in equilibrium and may therefore be rei»resente/l by a 
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force-triangle 1-2-O; in this way either joint-pressure may 
be determined when the other is known. Consequently all 
of the joint-pressures may be found as soon as any one of these 
forces is given in its magnitude, direction and point of appli- 
cation. 

The forces acting at the end-planes A and B are the abut- 
ment-pressures, and their opposing forces are the abutment- 
reactions Ki and 7^2. Th6 application of these reactions takea 
the place of the abutments, so that the arch may be con- 




Fig. I. — ^The Forces Acting on an Arch. The Line of Resistance. 



sidered an independent system in equilibrium under the forces 
2P, Ki, and K2. 

The action and reaction between adjacent voussoirs occur 
along the lines of the forces i?; therefore the polygon composed 
of these forces is appropriately named the Line of Resistance, 
It may be obtained as the funicular polygon of the forces 
P with the end-reactions K as the terminal sides. 

The line of resistance changes with the number and direc- 
tion of the joint-planes. The latter should be so chosen that 
the joint-pressures may be as nearly as possible normal to 
the respective joints, for then no possibility of sliding need be 
considered. We comply with this requirement by placing 
he joints normal to the axis of the arch. However, a change 
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in the assumed direction of the joint-planes in constnicting 
the line of resistance will not alter the latter much; so thai 
for a simpler, approximate construction, the joints may be 
assumed vertical instead of radial. 

If the number of joints be increased by interpolating others. 
the nmnber of sides of the resistance-polygon will also be in- 
creased; and if the joints be taken infinitely close together, the 
line of resistance becomes a continuous cur\-e. It is immaterial 
whether the joints are real divisions, as in a vousscht arch, or 
only imaginary sections normal to the axis of the arch. 

By the Line of Pressure of an arch is meant the geometric 
locus of the points of application of the joint-pressures. Le., 
their points of intersection with the respective joints, real or 
assumed. Resistance-line and pressure-line are commonly iden- 
tified. Practically, this is always permissible; but a mathemati- 
cal coincidence of the two ciurves can never occur except with 
vertical joints. 

If the loading is all vertical, the horizontal components 
of all the joint-pressures R are equal to each other and to the 
horizontal component of the end-reactions. The latter is 
named the Horizontal Thrust (H) of the arch. The line of 
resistance is then given as the funicular polygon or equilibrium 
curve of the loads P, constructed with E as the pole-distance 
and drawn in its proper position relative to the arch, namely 
so that the terminal sides coincide with the end-reactions. 
In order to locate the line thus specified, three conditions must 
in general be supplied. These may be: the magnitude, direc- 
tion, and line of action of any one of the joint-pressures or 
end-reactions; or else three points through which the required 
line will have to pass as fixed by means of hinges. The three- 
hinged arch is therefore the only form which is staticaUy deter- 
minate. In all other forms, an infinite number of equilibrium 
polygons can be drawn for any loading, only one of which 
can represent the true line of resistance; to determine this 
line, the laws of deformation of the arch must be known. 



CHAPTER II 
THE INTERNAL STRESSES IN AN ARCH 

The line of resistance, with the joint-pressures known 
serves to determine the internal stresses in the individual joint 
or sections of the arch; the normal or compressive stresse 
are found from Nj the component of the pressure normal U 
the joint, and the shearing stresses from 5, the componen 
parallel to the joint. The latter component is always verj 
small if the arch-curve is properly designed to fit the loading 
and may generally be disregarded in concrete arches, sina 
the relatively high dead load prevents any large variation ii 
the line of resistance. 

The distribution of the normal stresses in any cross-sec 
tion may be figured according to the common laws of elastic 
materials. It has been demonstrated by tests and observa- 
tions on actual structures that building stones and concrete 
exhibit the properties of elasticity, although not so perfectlj 
as to permit a constant ratio between stress and strain tc 
be assumed for all values of stress. For compression within 
the limits of safe stress, however, such proportionality may 
be assumed without any considerable error; so that a con- 
stant coefficient of elasticity may be used in the calculations. 
The theory of the elastic arch may therefore be applied to arches 
of all classes of masonry, including monolithic arches of con- 
crete, provided no tensile stresses or only very small tensile 
stresses are allowed to occur. The same theory also forms the 
basis for the design of reinforced concrete arches, which will 
be considered later in more detail. 

4 
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Let A = the area of any section of an arch; 

/=its moment of inertia about the gravity axis per- 
pendicular to the force-plane; 
ai, a2 = the distance of the upper or lower extreme fibers 
from the center of gravity, respectively; 
iV = the axial thrust, i.e., the force acting perpendicular 

to the cross-section; 
Af = the moment of the joint-pressure R about the 
gravity axis of the section. 

Then, for straight ribs (or beams), the extreme fiber stresses are 
given by the familiar relation, 



^ N^M'ai,2 



(l) 



For curved ribs, with radius of curvature = r, the more exact 
formula gives 

. N. M Mr'ai,2 , . 



A Ar /(ritai. 2) 



or, with close approximation. 



^ N , M M'au2 
A A-r I 



Only when the radius of curvature is 
small in proportion to the sectional 
dimensions, need this formula be em- 
ployed. For calculating the stresses 
in ordinary arches, formula (i) for 
straight beams is sufficiently accurate. 
The moment M may be expressed 
(see Fig. 2) by 

M^R'Z^N'pn^-H'h. 
Hence, by Eq. (i) ^ 

fi.2-j[i± 1 ) 



(lb) 
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or, introducing the core-distances 



/?i=-j — and *2=-; — , 
A'di A-a2 



we have 



Consequently, in order that /i and /2 may have positive sign! 
representing stresses of compression, we must have k2> pn> ^ki 
i.e., the point of application of the resultant joint-pressur 
must fall between the two core-points of the cross-sectioi 
Hence no tensile stresses will occur anywhere in the arch if ik 
line oj resistance lies wholly within the core-area of the arch. 

If the cross-section of the strip of arch, of homogeneou 
material, is a rectangle of unit width and depth d, Eiq. (i 
gives 



. N 6M 



(2 



The core-points fall at the one-third points of the depth of th 

section and, for such an arch, the line of resistance must li< 

within the middle third of the depth i 

no tensile stresses are to occur. 

The distribution of normal stresse 

in the cross-section of an arch maj 

thus be found by the common rules fo: 

eccentric loading in material of con 

stant elastic modulus; and for thi 

purpose we may employ the familial 

graphic construction (Fig. 3) : Erect thi 

N 
ordinate -7 as the stress at the center oi 
A 

gravity, and draw straight lines from 

the core-points Ki and K2 through the 

extremity of this ordinate; these two lines will intercept on 




Fig. 3. — The Distribution 

of Normal Stresses. 

Graphic Method. 
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the line of action of the normal thrust N the lengths repre- 
senting to scale the extreme fiber stresses /i and/2.* 

If the material is not of homogeneous elasticity, retaining 
the assimiption that the sections of the arch remain plane 
after deformation, the above constructed linear variation in 
the cross-section will no longer represent the normal stresses 

themselves, but quantities equal to t; times those stresses. 

This relation, as is well known, forms an important element in 
the theory of composite members of concrete and steel. 

In calculating the stresses in a reinforced concrete arch, this 
theory will be applied. If only compressive stresses occur in 
any cross-section, we may adopt a constant coefficient of elas- 
ticity for the concrete; and for the steel we introduce the 
customary mean ratio w=£, : £0 = 15. (In well-hardened con- 
crete, n = io.) This treatment, based upon a uniform effect- 
iveness of the entire section of the concrete, may also be applied 
even if there occur slight tensile stresses for which the elastic 
modulus is not sensibly diminished. Let us designate this 
condition of the composite member as Phase I. 

This method of design, however, will no longer give correct 
results when there appear in the concrete larger tensile stresses 
than that material can possibly withstand. For such a case 
the treatment which has met with general acceptance in rein- 
forced concrete practice is based on a so-called Phase II; 
this assumes that the concrete cannot stand any tension; 
therefore, in the portion of the cross-section subjected to 
such stress, the concrete is considered removed and the steel 
reinforcement is made to resist the entire tension. Since, 
however, the concrete will take a certain amount of tension 
up to the point of actual failure, this method of design yields 

* Proof for the Construction in Fig, 3. ( — D. B. S.) 
By similar triangles, 

/i : J=(*i+^n) : K •Vi=j(i+^); 

A A\ kij 
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results that are somewhat too severe, namely larger con 
pression in the concrete and larger tension in the steel than w 
actuaUy occur. Furthermore, the method affords no ca 
elusion as to the actual tensile stresses in the concrete; ti 
latter should be known, at least approximately, in order 
render possible an estimate of the safety of the material again 
the formation of tensile cracks. We are thus led to a thi 
method of design which considers the concrete as taking te 
sion but with a reduced value of the elastic coefficient, 1 
The latter, to be accurate, should be made to vary with t 
magnitude of the stresses; but in onder to obtain simple formu 
for calculation let us assume the coefl&dent of elasticity f 
concrete in tension Ea as constant over the entire tensile sc 
tion and write this as m times the coefl&dent for compressio 
Ea=f>i'Ecp. For large tensile stresses, near the ultima 
resistance, a proper value to use is w=o.3 to o >i We th 
obtain values for the stresses which agree verj- fairly with t 
results of experience and spedal tests. With m — o, tl 
method of calculation reduces to the simple form of Pha 
II; with w = I, it passes into Phase I. 

In reinforced concrete arches with correct form of .cur 
and adequate depth of section, the predominating stress 
will be those of compression, and only small tensile stress 
will apear. Hence it is usually permissible and sufficient 
calculate the stresses by Phase I. Nevertheless, consideral 
tensile stresses may occur at certain points imder severe co 
ditions of loading, particularly under the action of temperatu 
changes. In such case, the steel reinforcement permits a small 
depth to be used than would be required in masonry or pla 
concrete arches, since in the latter it is imperative that i 
tensile stresses be avoided or at least kept within very smj 
limits. However, even in reinforced concrete arches, tens 
stresses should be permitted only up to a value at which i 
formation of cracks need be feared. Consequently, if tl 
computation by Phase I yields values for the tensile stress 
in the concrete at any sections exceeding the resistance 
that material, such sections should be reinvestigated by tl 
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methods of Phase II: assuming, for the sake of safety, w=o 
for finding the maximum stresses in the steel and the maxi- 
mum compression in the concrete, and m=o.4 for finding the 
probable tension in the concrete; the latter should not exceed 
the ultimate resistance. 

The necessary formulae for the above methods of design 
will now be developed. 



I. Design by Phase I 
We have: 

Concrete cross-section, width of arch-strip 

depth or thickness of rib 
Area of steel per width b 
Ratio of elastic coefficients, £, : Ee 
Equivalent combined cross-section (i.e., total section 
reduced to the elasticity of the concrete) : 

A=b'd+n-Aa 



d, 
As, 



Axis of 



ihe Concrete 



^_Jlesultant Axi87 I t 
Axis fertEeSteir "•" ~ 




Fig. 4. — Reinforced Concrete Section. Phase I. 

Distance of the center of gravity of the reinforce- 
ment from the axis of the arch =6, 

.Position of the resultant center of gravity of the 
combined cross-section (see Fig. 4) : 

n-As 

ei = —T-'e. ^ 



bd 
e2 = --r'e. 
A 



(3) 
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Moment of inertia of the concrete section about 

its principal axis 
Moment of inertia of the steel section about its 

axis of gravity 
Equivalent moment of inertia of the combined 

cross-section about the resultant axis of gravity: 



= tV<P, 



=/,. 



I =^\b<P+bdei^+n(I.+A^2^) (4) / 

On the cross-section of breadth b, let there be acting a joint 
pressure whose axial component is N and whose moment about 
the resultant gravity axis is Ma- Then, if ai and 02 are the 
distances of the extreme fibers of the concrete from that axis, 
and a'l and a' 2 the corresponding distances for the steel rein- 
forcement, the extreme fiber stresses in the concrete will be 



J. N Ma-a2 



(5) 



and those in the steel will be 



„ /N Ma , \ 



(6) 



Usually the steel reinforcement is disposed symmetrically 
about the axis of the arch; in such case the determination of 
the resultant axis is eliminated, since it coincides with the axis 
of the arch, and we may write in the above formulae ei =^2 = 0. 
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2. Design by Phase II 

Neglecting or Discounting the Effectiveness oj the Concrete in 

Tension 
Again, let 

6 = breadth of the arch-strip; 
d = \Xs depth of section; 
j4, = cross-section of the steel reinforcement, and 
_;■ = distance of its center of gravity from the extreme com- 
pression fibers of the section; 
x = distance of the neutral axis from the same fibers; 
n=E, : Ee, and m = Ea '■ Etp; 
7,=moment of inertia of the total steel section about its 

center of gravity; 
iV = the nonnal or axial pressure acting on the section, and 
M = N-pn = i^c external moment referred to the axis of the 
arch. 



1 , 


1 




•7 





r. 


tJ:-' 




k 


1 


Al 


I' 


^irr 




•■- 



Fio. s. — Reinforced Coaciete Section. Phase II. 



Let the stress in the concrete at unit distance from the 
neutral axis on the compression side of the section be denoted 
by /«; then the stress at the same distance on the tension side 
of the concrete will be m/,, and the stress in the steel will 
be n ■/». 
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The conditions of equilibrium between the internal and 
external forces yield the following two equations: 

N = [hbx^-hmb(d-x)^+n-A.{x-j)]-f„ . . (a) 



n(p,+x-^) = \hb3^Hmb(d-xy+n[I.+A,(x-j)'^]\ •/., 



(6) 



from which, by division, we obtain the following cubic equa- 
tion for determining x: 

+6n'A,{x-j)(pn+j — j-6w./, = o. (7) 

With the value of x thus determined, we calculate by 
Eq. (a) or (6) the unit stress /„; from this the critical normal 
stresses are obtained as follows: 

f stress in compression fiber, A =/„ • x, 

m the concrete 1 ^ - ^ - r^. rr/jx 

stress m tension fiber, —j2 = fn'fu{d—x)y 



in the steel 



stress in compression fiber, /'i =n-fu-Viy 
stress in tension fiber, —f2 = n'fu'V2. 



With m = o, the above working formulae pass over into Phase II. 
By the above analysis, the normal fiber stresses at any section 
of an arch may be calculated if the effective external force, 
namely the normal component N of the joint-pressure, and its 
moment M about the axis of the arch are known. It is gen- 
erally unnecessary to investigate the shearing stresses in an 
arch since these are always negligible except where large con- 
centrated loads are brought upon the arch (through coltmins). 
For calculating the shears, the expressions for straight beams 
may be used with sufficient approximation. 



CHAPTER III 



THE THREE-HINGED ARCH 



It has been explained in Chapter I that all the forces 
acting on an arch are statically determinate if three points 
of the line of resistance are given. Such points may be fixed 




Fig. 6.— The Three-hinged Arch. 



by restricting the pressure at three joints of the arch to very 
small areas or by introducing hinges at those points. We 
will assimie complete freedom from friction at these hinges, 
and we may then quickly locate the end-reactions and line of 
resistance for any loading. 

First let us consider the general case of a three-hinged arch 
subjected to a niunber of vertical loads P (Fig. 6). Let the 
horizontal distances of the crown-hinge from the end-hinges 
be wi and W2y and its height above their connecting chord 
be /. Consider each of the two end-reactions resolved into 

13 
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a vertical force, A or B, and a force in the direction of the 
closing chord equal to fiT' = fiT • sec a. Then, 

The forces A and B are thus identical with the reactions of a 
beam subjected to the same loading and having the same span /. 
At any point E having an altitude y above the chord AB, 
the bending moment is given by 



M = Ax-i:P{x-a)-H'y = Mt-H'y. . 



(8) 



Here Mi, denotes the moment at the point £ of a similarly 
loaded beanty and is calculated directly from the given loading. 

At the hinges, neglecting all frictional resistance, the moment 
M = o. Consequently, if we apply Eq. (8) to the crown- 
hinge C, and let Mc denote the moment of the vertical forces 
about the point C, we obtain, o=lfc— fiT-/; hence 



H= 



Mc 

f 



(9) 



There is thus determined the horizontal thrust of the three- 
hinged arch for any vertical loading; and, by Eq. (8), the 
bending moment at any point may then be found. 

If a section is passed through the point E at an inclination 
<t> to the vertical, the axial thrust will be 



iV = (il — SP) sin <^+-ff-tana-sin <^+F-cos <^ 

o 

= (56 +n • tan a) sin <t> +H • cos <t>. (lo) 

Here Si, denotes the transverse shear at the point £ of a cor- 
responding simple beam. 

If the external loading consists of inclined forces (e.g., 
wind-pressure on roof -arches), the graphic procedure becomes 
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most advantageous. For a single concentration (Fig. 7), the 
end-reaction may be obtained very simply by resolution of 
forces: one of the reaction-lines is given by the line connecting 
the hinges B and C; the direction of the other reaction is 
then also known; and the magnitudes of the two reactions 
are then determined by the triangle of forces. 

If there are a number of loads, they are divided into two 
groups acting on the arch-segments AC and BC respectively- 
We find the resultant of each group and, by the above pro- 
cedure, resolve it into its end-reactions. We thus obtain two 




Fig. 7. — Reactions for a Single Concentration. 



forces at each end, K\y K^\, and K^2f ^"2, whose com[K>sition 
gives the resultant end-reactions Ki and K2- This treatment 
is illustrated in Fig. 8. The funicular polygon of the forces 
P, constructed with the above end-reactions and the result- 
ing pole 0, finally gives the line of resistance passing through 
the given points ^, C, 5, or the hinges of the arch.* 

* Translator's Note: To construct the line of rcitifttanrc for a threc-hJnfl[cd 
arch, any of the common methods of passing an c^juilibrium fxilygon through 
three points may be used. The method recommcmk<l a(x>ve and illustrated 
in Fig. 8 is as follows: Plot the forces acting on the two MegmentK of the an h av 
a continuous polygon, and from the point of junction draw two rayt f>arallel to 
the chords AC and BC respectively. For the group of force* a<;ting on the ijeg- 
ment AC, take a trial pole at any point Oi on the ray 1 1 /iC; »imilarly, for the other 
group of forces, take a pole Ot on the ray || AC. The resulting trial e^iuilihrium 
polygons are C-2-1-A' and C-3-4-B'. Then Z\ and Zt, the intersections of the 
terminal sides, are points of the respective resultants; and AZi and BZt Art the 
directions of the end-reactions. The rays K\ and K^'t sat then drawn parallel 
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The procedure becomes simplified when the loading is 
symmetrical about a vertical line passing through the crown- 
hinge and bisecting the arch-chord, for the direction of the 
thrust at the crown is then known in advance, being parallel 
to the arch-chord. This case occurs in an arch of symmetrical 
form, symmetrically loaded. Thus Fig. 9 shows the con- 
struction of the line of resistance corresponding to the dead 
load of a symmetrical three-hinged arch. In order to replace 
the continuous loading by concentrations, the arch is divided 




Fig. 8. — Construction of the Line of Resistance for a Three-hinged Arch. 



into segments; the weight of each segment, together with 
that of the spandrel filling or other load which it supports, is 
assumed concentrated at the resultant center of gravity. In 
accordance with the remarks on this matter in Chapter I, the 
sections are taken in radial directions across the rib and then 
continued vertically upward through the spandrel filling or 
superimposed masonry. In bridge-arches, in which no great 
pitch of extrados occurs, only the vertical pressure of the 
spandrel filling need be considered; in other cases, as in tunnel- 
to these end-reactions, giving the true poles, O' and 0", for the respective seg- 
ments. Completing the parallelogram between these two poles, we obtain the 
^ultant pole O for the true equilibrium polygon or line of resistance. 
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arches, the horizontal component or conjugate thrust of the 
filling would also require consideration. The calculated weights 
of the segments are drawn as force-vectors; the arch being 
symmetrical, it suffices to carry out the construction for but 
one-half of the span. In the funicular polygon of the loads, 
the side passing through the hinge will be parallel to the 
arch-chord, hence horizontal; this fixes the poIe-Une, O's', 
on which we take any point CV as a trial pole. The resulting 
funicular polygon will not pass through the hinge-point A, 
if 0' has been arbitrarily chosen; but the last side will intersect 
the one through the crown in some point Z lying on the result- 
ant of the applied loads; this consUtutes a point through 



Fig. 9. — Line of Resistance for a Symmetrical Arch. 

which the true end-reaction must pass. As soon as this true 
reaction-line ZA is thus found, a ray drawn parallel thereto 
in the force polygon gives the magnitude of the reaction and 
fixes the true pole with which the correct resistance-polygon 
may be constructed. On account of the continuous distribution 
of the loading, this polygon should be replaced by a continuous 
curve passing through the points in which the sides of the 
polygon pierce the joints of the arch. 

In comparison with the graphic procedure, the analytic 
determination of the joint-pressures possesses the advantage of 
greater precision; since, in the former, a small displacement 
of the line of resistance may produce considerable changes in 
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the distribution of stresses, especially if the radial depth k 
small. 

If the loading is uniformly distributed (live load), the 
design is again very simple. For a uniform load of intensity 
p per unit length, if the crown-hinge is at the mid-j>oint of 
the span, Eq. (9) gives: 



".-if <■■' 



If H„ the horizontal thrust due to dead load, has already 
been determined, we proceed as follows: For the completely 
loaded arch, H=Hg+Hp\ drawing a new force polygon for 
the combined dead and live loads, and using a pole-distance 
Ilg+Hp, the resulting funicular polygon will be the line of 
resistance for the completely loaded arch. This full loading, 
however, yields maximum stresses only for the sections neai 
the crown- and end-hinges; at other points, a partial loading 
will be more severe in effect, and, as will be shown later, each 
section has its own critical (severest) loading. In smallei 
bridge arches, however, in addition to the fully loaded con- 
dition, it will suffice to investigate simply for a half-span load; 
since this produces the greatest displacement of the line oi 
resistance from its mean position and, consequently, the 
greatest stresses near the quarter-points of the span. The 
line of resistance for the half-load may be constructed aj 
follows (Fig. 10) : To find the pole of the force polygon, aug- 
ment the horizontal thrust Eg by ^Hp and then correct for the 
vertical end-reaction due to the live load. This amoimts tc 
Ipl at the end of the unloaded segment of the arch. IJence. 
if the right half of the span is loaded, the pole for constructing 
the line of resistance lies midway between the two poles foi 
dead load and live load and at a distance Ipl below the line 
joining these poles. 

In applying the analytic method, it is best not to combine 
the dead and live loads, but to calculate the stresses for ea<± 
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separately, so that we may take advantage of the very simple 
formulae for imiformly distributed loads: 

For a full-span load, Eq. (8) gives the bending moment 
at any arch-point (Xy y), as 



M = ^px{l-x)-'^^'y, 



(12) 



If the arch-points lie on a parabola, y = ^-a:-(/— oc), then 
M=o. Hence in the three-hinged arch of parabolic form, 



J 



TTT 



FOIM 




Fig. 10. — Line of Resistance for a Half-span Load. 



uniformly loaded over the entire span, only axial stress occurs; 
i.e., the pressure is uniformly distributed over each section. 

With one-half of the span loaded, the bending moments 
in the loaded half will be 



^' = |M3^-4^)-^y-y 



and in the imloaded half. 



"•"-^-lify 



■ (13) 
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The abscissa x, in Eq. (13), is measured in each case from 
the nearer end of the arch. The moments at the quarter- 
points of the arch are, accordingly, 

For a oarabolic arch-axis these moments become, 

If the two resistance-lines, for loading on the left and 
right halves of the arch respectively, are considered as the 
limiting positions of the line of resistance, their mean curve 
will give the best form for the axis of the arch; because, for 
these extreme cases of loading, the two resistance-lines will 
then pass equally close to the upper and lower extreme fibers 
of each section, respectively, so that these fibers will receive 
equal or nearly equal stresses. But the ordinates of the lines 
of resistance for the half -span loadings are 

—^--{M'+M,) and -_L_(M"+M,), 

hence the mean ordinates are, 

'M'-]-M" 



i.e., the mean curve (or best arch-curve) coincides with the 

line of resistance for the dead load and one-half the live load 

covering the entire span. In a rational determination of the 

arch -curve, this line of resistance should be made the pattern 

for the axis of the arch. 

The largest deviation of the line of resistance from the 

1 pP 
arch-axis will then amount to — ^^ . By reducing the 

span / this deviation is diminished. It will therefore usually 
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be advantageous to locate the hinges some distance within 
the springing-points, and treat the resulting end-portions as 
parts of the abutments (Fig. ii). 

The more exact investigation of large bridge-arches demands 
the consideration of the critical loading for each individual 
arch-section, and the problem of moving concentrations may 
also occur. In such case, the method of influence lines is 
to be applied. 




Fig. II. — Location of the Hinges. 

By Eq. (i), the general expression for the extreme fiber- 
stresses is 

« 

/i.2=;;j± — J— (i) 

Here N is the axial thrust, M is the moment of the external 
forces referred to the arch-axis. Introducing the core-points 
of the cross-section, we may also write 

/i= — r — ^^^ /2 = T — ' 



where M\ and M2 denote the moments about the core-points 
Ki and K2 respectively. The extreme fiber-stresses are thus 
proportional to the core-point moments, and the influence 
lines for the latter should therefore be determined. In order 
to save the determination of the two core-lines, and to save cal- 
culating the stresses at each section by two different influence 
lines and for two different loadings, we may employ the admis- 
sible simplification of determining the stresses by Eq. (i) and 
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using the same critical loading for both extreme fiber stresses 
at any section: namely, that loading which renders the moment 
M, about the center of the section, a maximum or minimum. 
It is therefore necessaty to determine the influence lines for 
M and N, 

By Eq. (8), A/ = J/»-Fy=y/^— -Fj. Consequently M 

may be represented by the difference between the influence 

Mh 
quantities — and H. But. by Eq. (g), the H influence line 

corresponds to that for the crown moments Mc, and is therefore 



a triangle, whose altitude, located at the crown-hinge, is G 



W1W2 

IT' 



or, for a centrally located cro^^Ti-hinge, G—i. Similarly, the in- 

4/ 

fluence line for — - is formed of two straight lines which inter- 

y 

cept, on the left end-vertical, the distance G -. Retaining the 

y 

H -curve imchanged, the influence quantities — -—H are readily 

constructed for aU the arch-points. For the arch-point jB, they 
are represented by the shaded ordinates in Fig. 12(a). These 
must be measured with a scale whose unit is the length assxmied 
for G, and multiplied by the ordinate y and by the actual value 
of the load to give the moment M, All loads applied between 
A and / produce positive moments, those between / and B 
negative moments. The critical point / (i.e., the division 
point of the loading) may also be determined by the inter- 
section of the reaction lines, AE and BC, 

According to the well-known properties of influence lines, 
the effect of a uniformly distributed load is given by the area 
of the influence figure, under the given load, multiplied by 
the load per unit length and by the multiplier y; to find the 
effect of any number of concentrated loads, the influence 
ordinate under each load must be multiplied by the value of 
that load and by the ordinate y. It is thus a simple matter 



THE THBEE HINGED ARCH 



23 



to determine the severest effects of the loading, namely A/m** 
and Main, for each point of the arch. 

For the same conditions of loading, the axial thrusts remain 
to be calculated. By Eq. (lo), 

N = Sb-sia <I>+E(ta.n a-sia <p+CQS <t>). 

jy_cosjj^)/^^, sin»cos„ _^g\ 
COSo \ cos(*-a) / 





:::::X.. i 




"■•-■--==5^ 



Fic. 12. — Influence Unes for the TTiree-hinged Arch. 



The first part of the expression in brackets represents the shear 



producible in a simple beam by a load G 



sm ip-cost 



'-, and this 



cos C^-a)' 

may readily be constructed or calculated. Adding this to the 
fl-curve, we obtain the influence line for N as shown in Fig. 
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1 2 (6) ; the ordinates of the shaded area, measured to a scale whose 

unit is G, must be multiplied by ^ — ^, or the ordinates 

cos a 

may be measured directly by taking the length G z r = mr 

cos {<t>—ot) 

as the scale-unit. 

From the maxunimi moments M and the corresponding 
values of N, found as just described, we may calculate the 
maximum extreme fiber stresses by Eq. (i); the greatest com- 
pression in the upper fibers and tension in the lower fibers 
being given by the positive maximum of M, and the greatest 
compression in the lower fibers and tension in the upper fibers 
being given by the negative maximmn of M. 

To these stresses there should of course be added those due 
to the dead load. 



CHAPTER IV 



THE HINGELESS ARCH 



In the vast majority of cases, the arches we have to deal 
with (in plain or reinforced concrete) are without any hinges, 
their ends being rigidly joined to the abutments. We thus 
have hingeless arches in which the external reactions must be 
determined from the conditions governing the elastic deforma- 
tions. UsuaUy we may consider the abutments as rigid and 
assume the ends of the arch at points where rotation of the 
section is practically impossible. In other cases, with elastic 
yielding abutments, the effect of imperfect constraint must 
be separately considered. (See Chapter IX.) 

In calculating the elastic reactions of a concrete arch, we 
may apply the general principles of elastic arches; but for this 
we have to presuppose a material of uniform and constant 
elasticity and to know or assume the sectional constants (areas 
and moments of inertia). The difficulty may arise in arches 
in which tensile stresses occur that a part of the cross-section 
in the tension portions becomes ineffective and drops out. 
Such tensile stresses, in a properly curved arch, will first appear 
near the ends, reducing the effective cross-section there and 
partially releasing the constraint. Under such conditions the 
computation of the arch as constrained, with the full sections 
effective, can no longer yield entirely correct results. In a 
well-proportioned masonry arch, with the necessary increase 
in depth at the ends, the above condition will not arise, however, 
except as a result of unusual secondary influences such as tem- 
perature changes or yielding of abutments. In reinforced 
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concrete arches, on the other hand, tensile stresses are allowed 
under ordinary conditions, since the reinforcement takes care 
of them. The constraint therefore is not lost; but we encoimter 
the difficulty, particularly in arches in which the axial thrust 
is small compared with the bending moments, that a part of 
the arch is in a condition which renders inaccurate the assxmip- 
tion that the entire cross-section of the concrete is effective (as 
assumed in Phase I). Nevertheless, the error in the deforma- 
tions calculated by Phase I will never be large, since these 
deformations represent the combined eflPect of the stresses in 
all the sections, whereas the deviations from the conditions 
of Phase I are always limited to small isolated portions of 
the span and therefore cannot appreciably aflfect the total 
result. 

Furthermore we are compelled to use Phase I in calculating 
the deformations in all other concrete-steel structures, even 
in those suffering greater deflections than arches, since any 
other method of calculation would lead to practically insur- 
mountable difficulties. 

We therefore calculate the external reactions of a statically 
indeterminate arch of masonry or reinforced concrete by the 
formulae applicable to an elastic arch of homogeneous material; 
substituting, in the case of a reinforced concrete arch, the values 
of the equivalent section A and moment of inertia / as given 
by Eqs. (3) and (4). 

In arches with fixed ends, as shown in Chapter I, there 
are lacking in general three conditions for the static deter- 
mination of the external reactions. These may be derived 
from the three conditions of constraint to which the elastic 
deformations of the system are subject. For this purpose we 
may employ either an analytic or a graphic treatment. 

a. Analytic Method 

Consider the arch (Fig. 13) cut in two by a vertical section 
at the crown C, and treat the joint-pressure at that section 
.as an external load. This may be resolved into vertical and 
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horizontal components, 5 and H, acting at the center of gravity 
of the cross-section, and a moment Mq about the same point; 
these forces are of course assiuned as acting in contrary direc- 
tions on the right and left halves of the arch. The total defor- 
mations for each half of the arch are obtained by summing the 
deformations of all the arch elements; but in this calculation 
we are compelled to keep the elements of finite length. We 
therefore introduce a number of sections o to n, or o to n\ at 




Fig. 13. — ^Analytic Method for the Hingeless Arch. 



uniform distances A^ along the arch-axis, and calculate the 
weight of each division with its superimposed load. Let these 
weights be denoted by Pi, P2, . . . Pn in the left half, and 
by P'l, P'2, . . . P'n in the right half of the arch. The lines 
of action of the loads P are specified by the abscissae a; and 
the points of the arch-axis are specified by their coordinates 
(a;, y) measured from a pair of rectangidar axes drawn through 
the arch-point o. 

For the moment M and the axial thrust N at the various 
sections, we obtain the following expressions: 
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Left side of the arch : 

At section o, 
Mo = Mq, 

At section i, 
Mi=Mo+Pi{xi—ai)—n'yi—S'Xi. 



At section tftj 



r =m 



Mfn=Mo+ 2 Pr{Xfn-ar)-H'ym-S'Xfn. 



At section o, 
No^E. 

At section i, 
iVi=fl'-cos </)i+Pi-sin </)i— 5-sin </>!. 



At section m. 



m 



Nm=H' COS </)m+(2P) sin </)m— 5-sin <^„. 

1 



Right side of the arch : 

At section o, 

M'o=Mo. 

At section i, 
M\=Mo+P\{x\-a\)-H'y\+S'x\. 

At section w, 

r-=l 



At section o, 

At section i, 
iV'i=fl'-cos </>'i+P'i-sin </>'i+5-sin <t>\. 



At section w, 



m 



N'fn=H COS </>'«,+(SPO sin </>'m+5-sin </>' 

1 



m< 



• (14) 
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In the above expressions, the quantities H, S and Mq are 
as yet unknown. To determine them, we will apply the con- 
ditions governing the deformations of the system. Let IFi 
denote the elastic work of the deforming forces on the left 
side of the arch, and W2 the corresponding quantity for the 
right side of the arch. Then, if the end-sections are absolutely 
incapable of displacement or rotation, the partial diflferential 
coefficient of Wi and W2 with respect to Z7, 5 and 3/o (by 
Castigliano's Theorem), will give the displacements and rotation 
of the section o in the direction of H, S and Mq\ these must 
be equal for the two halves of the arch, but opposite in sign, 
so that the corresponding sxmis must be zero. Consequently, 
if W = W\+W2 is the total work of deformation, we have 
the condition: 



dW dW dW 

=0* =0, =0. 

dH ' dS ' dMo 

For straight and approximately for curved ribs, neglecting 
the deflections due to shearing stresses, we have 



I r^M^ I r^ A' - 

1^^=- 1 ——ds+-\ -—ds 
2Ja EI 2Ja EA 



Hence, assuming a constant elastic modulus and replacing the 
definite integrals by summations, the three equations of con- 
dition become: 



2— •— — -A^+S— •— -•A5 = o 
I dH A dH 

2-z -•A5+S— •—-• A5 = o 

I dS A dS 

^M dM ^ 
/ 9M0 



ds) 
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Substituting in Eqs. (15) the expressions for M and N 
and their differential coefficients from Eqs. (14), and intro- 
ducing the following abbreviations: 



'xPr{x^-ar) =3K, 

r-l 



r=m 



s p'r(x'«-a;)=a«', 

I r-l 



m 

SP 

1 

m 

1 






we obtain the following three linear equations for determining 
Hy S and Moi 



By TB.^ ^C0s2<f> 1 

aI IaI a a J 

LA I C I A A 



c 



sin </)-cos 






.4 

sin 0-cos <p 



J A I 



A5 = o. 



- Mo [ S ^A5 - 1 ^A^l +ff [ 2^^A5 - S^A5 
La/ cI J La/ c/ 

sin</)cos0. , ^sin<^cos</>^ 1 

— ^^^^j A^ + 2 As 

A c A A 






As+Z 

A 



^ sin2 <!> 



m'x 



c 

A 

+s 

+ S— r-A^— S^ — r-^A5 

C I A A 

c A 

A I Al LaI cI .1 

+S?As = o 



A.J-2- 



(a) 



A5 (b) 



(c) 



(16) 
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or, in abbreviated form, 



aMo+fiH+yS+Ai=o (a) 
8Mo+yH+eS+A2 = o (b) 
<l>Mo+aH+8S+A3 = o (c) 



(17) 



The coefficients a, j8, 7, 5, €, </>, depend only on the form of 
the arch and the sectional quantities A and /; whereas the 
quantities Ai, 4 2, -4 3, depend also upon the loading. The 
summations entering these expressions are to be calculated 
from the individual values for the sections o-n and o-n', by 
Simpson's rule of summation. 

If the arch is symmetrical about the section C, the coeffi- 
cients 7 and 8 both vanish and the above equations reduce 
to the following: 



aMo+pH+Ai = o (a) 

<l>Mo+aH+A3 = o (c) 

eS+A2 =0 (b) 



(18) 



Here, assuming n to be an even number and taking the factor 
f-A5 out of all the summations, the coefficients represent 
the following expressions: 

Hi 12 13 ifiJ 

r I , COS^ <t>i , COS^ </)2 , C0S2 <t>s COS^ (^nl 






^ ^19) 
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^1 = --Lf (a«i+2n'i)+2^(a»2+9[«'2)+4|5(2n3+2n'3) 

2L /l h 1 3 



+ 



/» J 2L ^1 

^2=-'f4^(a«,-9n'i)+2^(aR2-a«'2)+4f^(9W3-2>i'3) 

2L /l i2 I3 

+ 25H^^(^2 - ^'2) +4'^^(1J3-^'3) 

+. . .!l^"(^,_r,)]. 

^3 =•- f-f (3Wi +9K'i) +f (aj?2+aw'2) +f (a«3+2«'3) 

2 L/l /2 13 

+. . . -^(2«„+9W'«)l. 

In J 



Solving Eqs. (18): 



(20) 



. . (21) 



If the loading, also, is symmetrical about the crown, then 
for similarly located points 2)? = 9D?' and ^ = ^'; hence -42 =0 
and consequently the vertical crown-shear 5 = o. The crown 
thrust is then horizontal and is fixed by H and Mq. 

If the live load is uniformly distributed, and if only two 
cases of loading are to be investigated, namely, full and half- 
load, it is necessary in the latter case merely to find 5 from 
Eq. (21); for II and Mq are just one-half the corresponding 
quantities for full load. 
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With the values thus calculated for H, A/o, and 5, the effective 
forces M and N at every section may be obtained by Eqs. (14). 
The internal stresses may then be calculated by the rules 
given in Chapter II.* 

For a more precise calculation of the maximum stresses, 
a different condition of loading must be considered for each 
section. For this purpose, the influence values for a con- 
centration applied at the successive points of the arch must 
be calculated and used in determining the maximum stresses 
by the method of influence lines. The above analytical method, 
however, then becomes very tedious, since for each position 
of the load we must calculate the values of 9D? and 2W', then 
ill, -42, -^3, and then, with the results, solve the Eqs. (18). 
Hence the above method is practically useful only when verj- 
few cases of loading need to be investigated, as when the 
stresses are to be found simply for dead load and for live load 
covering the full or half-span. 

The line of resistance is fixed by the values of M and X 

calculated by Eqs. (14); thus at the crown, eo=^, and at 

M . 
any section, ^m = -^, give the radial distances of the line of 

resistance from the arch-axis (-f downward). 



/). Graphic Method 

Instead of starting with the work of elastic deformation, 
the equations giving the deflections of a curved rib may be 
derived in the following manner: 

Let the arch AB (Fig. 14) be fixed at the end A but per- 
fectly free at the end B. Consider two infinitely close sections, 
C, C, of the otherwise rigid rib to imdergo a relative angular 
displacement of dip, but without changing the distance between 
their centers of gravity. As a result, if the portion AC remains 
fixed, the portion CB will swing through the angle J^, carrying 

* It should be noted that the sign of M is here assumed opposite to that in the 
preceding and following chapters. ( — Melan.) 
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the end 5 to a new position B', where BB' is perpendicular 
to CB. Let us refer the arch-point C by the coordinates (x, 31) 
to the point B as origin. The vertical and horizontal displace- 
ments of the point 5, on account of the similarity of the 
triangles A5jB'jB" and ACjBZ), and the relation 5£' = CSd^, 
arc given by 

jB'jB"=xd^ and jBjB"=yd^. 

If, in addition to the relative rotation of the sections, C, C, there 
also occurs a change in the distance ds between their centers 
of gravity, the arch-element ds being shortened in length by 
A(i5, then the point B will imdergo an equal displacement 




Fig. 14. — Deformations of an Arched Rib. 

parallel to the element CC\ the components of this displace- 
ment will be AJ^-sin </> and AJ^cos </>. The total displacement 
of B is therefore given by 

' 5'^"=x-J^-AJ5-sin </>, 
BB'^ =y'd\l/-AdS'COS </>. 

The deformation of the arch-element CC is produced by the 
moment M and axial thrust N acting on the section C. Hence 
by the theory of flexure of elastic bodies, if r is the radius of 
curvature, the following relations exist between the deforma- 
tions of the elements and the applied forces: 

' dy^_M N 
ds EI^EAr' 

Ads^ N 
ds EA' 
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With these expressions we may obtain the elastic deformation 
of the arch-element, ds, and hence the resulting deflections 
of the point B, produced by the combination of a moment 
and an axial thrust acting on any section of the arch. The 
effect of the shearing forces is here neglected. If there art 
similar forces acting on all the other sections, so that all the 
arch-elements undergo deformation, the resulting total dis- 
placement of the end B may be obtained by summation of 
the individual elementary displacements. But, since the end 
B is here assumed absolutely immovable, its deflections must 
be equal to zero; we thus obtain the two equations of condition: 

The fixedness of the end also requires that its rotational dis- 
placement should be zero; hence, since the end-section B is 
turned through the angle d}// with the rotation of each inter- 

d\l/ = o; that is 



n--f: 



N 



EAr 



ds=o (24) 



The above three equations have been derived for a system 
of coordinate axes passing through B. They hold good, how- 
ever, for any parallel transformation of the axes; for, if we 
substitute x=x^+a and y=y'-h& in the first two equations, the 
added terms will vanish because of the condition imposed by 
the third equation. We will therefore move the origin of co- 
ordinates to some point arbitrarily chosen for the present 
and assume the axis of abscissae not horizontal but inclined 
at some angle r. (Fig. 15). The points of the arch-axis are 
referred to as origin, the abscissae x being measured horizontally y 
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and the ordinates y being measured vertically from the inclined 
axis of abscissa;. Introducing these new coordinates, we must 
substitute y-itan r for y in Eq. (aj); hence, with the aid 
of Eq. {22) we obtain: 



(as) 




-LJne of Resistance for the Hingeless Arch. 



The integrals containing N in the above expressions are always 
very small in value in comparison with the terms involving 
the bending moments. We may therefore safely introduce 
approximate expressions for the former terms. If u and v 
are the coordinates of the center of curvature of the arch- 
axis at the point C, 



y co s(«-r) _ 



and 
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If the arch-axis is assumed to be a " basket-handle *' arch, 
i.e., composed of circular segments ABi, B1B2, B2BZ, . • • , 
then 

r^N/y cos (»-t) \^_ vi n^N ^^ V2 P'^^ j. 
Ja A\r COST / rijA A 72)3^ A 

)a A\r J njA A r2 Jbx A 

If the asymmetry of the arch is not too great, we may, 
without sensible error, introduce here a mean value for v and 
for r and write the mean value of w = o. Also taking out the 
coefficient £, which is assumed constant, the Eqs. (25) become 



JA / 



— ds^o 
A 



J A I rjA A 



(26) 



On any section through C, incUned at an angle to the 
vertical, the axial thrust is 

N=H cos <t>+V sin </>, 

where V is the vertical component of the pressure at the 
section. For the latter we may write V=Vo+Sx, Vo denoting 
the vertical shear at the section D {x = o) and Sx denoting 
the sunmaation of the loading between D and C. Hence 



X1--i 



""^ * ds+vo r'^-ds+ r?^:$^-ds. 






£ 



In any arch symmetrical about the axis of ordinates, 



X 



yn </) 



ds=o; 
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in general, however, since the arches used in practice are 
limited to very slight departures from perfect symmetry, 
this definite integral will be very small, so that the second 
term of the above expression may be neglected. The same 
is true of the third term in the case of symmetrical loading; 
and in all other cases this term may be represented by an 
insignificant correction quantity usually lying outside the 
limit of precision of the conoiputations. Furthermore the 
latter quantity can be easily calculated; let it be denoted 
by g'. Noting that ds- cos 0=dx we obtain the expression 

£i''-''f'f^^ <»'> 

Let AiCiBi (Fig. 15) represent the line of resistance for any 
given loading, and h its vertical distance above the arch-axis 
at the point C; then the bending moment at this point will 
be 



M^H'h=H{CiT-PT-y)=M,'-H{PT+y), 

where Mt, again represents the bending moment in a simple 
beam of span /. Furthermore, with the notation of Fig. 15, 



21— 22 



Consequently 



PT=zo+^^^'X. y 



M^M.'-Hy^H'Zo-n—^'X. 



For our unknown quantities let us choose the forces: 

H and Xi=H — - — 

and the moment: 

X2=H'Zo 

We thus have 

M = Mi,-Hy-Xi'X-X2 (29) 



(28) 
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Substituting this expression with Eq. (27) in Eqs. (26,) 
we obtain: ^ 

rMrl.ds-H C%.ds-x, C%ds-x, ("y-ds 

J A t Ja I JA i JA I 



-;K'^'')- 



O. 



r^l.ds-E (%ds-xS%ds-X, {\ds = 

Ja I Ja ^ Ja ^ J A i 



+- 



-M» 



= 0. 



In the above system of equations the position of the origin 
of coordinates O and the direction of the axis of abscissae XX 
are arbitrary. They will now be so chosen as to simplify the 
solution of the equations as much as possible. This is accom- 
plished by making 



f^ds^o, £l-ds^o, fy-ds^o, . 



(30) 



for then we obtain 



H = 



rMf.ds-l.q' 
_ Ja I r ' 

rt.ds+'-r^^ - 

J A I rjA A 



ds 



ds 



H' 



X2 = 



nds 

Ja r 



. (31) 



40 PLAIN AND REINFORCED CONCRETE ARCHES 

The Eqs. (30) fix the position of the origin of coordinates 
O and the direction of the axis of abscissae XX. If we imagine 
all the elements of the arch loaded with the reciprocal moments 

of inertia j, the first two of Eqs. (30) will express the con- 
dition that the origin of coordinates must be placed at the center 
of gramly of these weights; while the third equation is satisfied 
when the centrifugal moment of these weights referred to the two 
axes is zero. As is known, the latter is the case when the two 




Fic. 16. — Graphic Method for Locating the Aies, 



axes are conjugate with reference to the inertia ellipse of the 



weights 



We may therefore locate the pair of axes by 



determining the center of gravity of all the arch elements 

loaded with y, constructing the inertia ellipse (here called 

the ellipse of elasticity) and finding its axis conjugate to the ver- 
tical (Fig. 16). In actual application, however, the following 
analytical method of locating the pair of axes will be found 
preferable. 

Referring to the right end of the arch B and to the closing 
chord AB, let x', y', be the coordinates of the points of the 
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arch, and h and fo the coordinates of the desired point O. Let 
h and h be the distances intercepted on the end verticals by 
the X-axis passing through O. Then 



x=x' —hy 



y 



y = y'-to-*l-J?{x'-h). ^ 



Substituting in Eqs. (30), we obtain 



J A I 



■ds 
ds 



nds 

J A I 

r-4.isJ^r^.ds= 

Ja i i' Ja J^ 



. . . (32) 



The last equation determines 



h — h 
I 



and thereby fixes the 



inclination of the axis of abscissae to the chord of the 

arch. 

As a rule, arches are built symmetrical about the vertical 

center line, so that any two points of the axis at equal distances 

+x and —X from the center line have equal values of y\ also 

ds 
equal cross-sections. The resultant of the weights .— then falls 

in the center line, which thus becomes the axis of ordinates; 

and since | -j-ds=p, ^ ^ =o also, i.e., the axis of abscisses 

is to be taken parallel to the closing chord of the arch. But this 
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applies only under the assumption of the above described skew 
symmetry and, ajortiori, to arches squarely sjrmmetrical about 
the center line with their ends at the same elevation. 

In Eqs. (31), in comparison with the terms involving the 
moment of inertia /, those containing A are always very 
small, particularly those occurring in the numerators of H and 
^2; if the radius of curvature r is not too small, the latter 
terms will always lie beyond the limits of precision of the 
computations and may therefore be omitted from the expres- 
sions. Furthermore, if the cross-section of the arch is assimied 
constant within the small horizontal lengths ai, a2 . . . and 
equal to A i, A 2 . . . respectively, then 



r^dx^ai fl2 . 
jj^ A Ai A2 



Ao' 



where Aq represents a mean area of cross-section. Substituting 
also 



y 


ds 


I 


dx 


X 


ds 


I 


dx 


I 


ds 


/ 


dx 



_ y _ 

I cos <t> 

^ . X 

I COS <t> 

_ I 
/ • cos </> 



=w 



— w 



—w 



n 



• • • • (33) 



the Eqs. (31) may now be written: 



ff = 



CR t*B ^B 

j,M,wdx ]^M,w'dx j ^Aftw''dx 

-^J ^, Xi= -y.^ , A2 = — 7=n V34; 



ffy wdx+-'-r- L^ ^'^^ 



f^w'^dx 



We now assmne the loading to consist of a single concentra- 
tion G applied at the point E (Fig. 16). 
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The moments Af & in a simple beam similarly loaded are then 
represented by the ordinates of a triangle -4 iF5i; and this, 
as is well known, is identical with the influence line for moments 
at E produced by a load G moving over the span. The term 

j MifWdx may therefore be conceived as the moment at the 
point £ in a beam of span / loaded continuously with the 
quantities w. The same reasoning applies to I Mtw'dx 

and I M},w"dXj if w' and w" are considered the continuous 

loading. Similarly the integrals J ywdx and j x v/dx may 

be represented as static moments: the former being obtained 
by loading the arch-points with forces wdx parallel to the 
rr-axis and multiplying the resulting total moment about this 
axis by sec t; the latter being obtained by taking the sum of 
the moments of the vertical loads w' -dx about the axis of ordi- 
nates. All these moments may be determined graphically 
by means of funicular polygons. 

It is first necessary to locate the axes of coordinates. They 
are determined by Eqs. (32), which may now be written in the 
form 



fxWdx \y'w"dx 

fe = — 7; , fo = — r — -: 

jw"dx jw^'dx 



h—h 



fy'w'dx — ^—r^f^ ^'^^ = 



(35) 



The definite integrals occurring here are also to be treated 
as static moments of the weights w'^ and w\ and to be obtained 
graphically by means of funicular polygons. If the arch has 
either a square or skew symmetry, as defined above, it is only 
necessary to find fo. 

In carrying out this method of design, the continuous loads 
w, w\ w" must be replaced by concentrations and the integrals,. 
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consequently, by summations. We therefore divide the arch, 
commencing at the axis of symmetry, into portions of uniform 
horizontal length Ax. The coordinates and other quantities 
pertaining to the diflferent points of division will be marked 
with the subscripts o, i, 2, ... w, ... w. In order to 
evaluate the integrals as accurately as possible by means of 
finite summations, the loads at the different arch-points will 
be obtained by applying Simpson's Rule to each three consec- 
utive points; thus: 



W'fn = hWm-l+4'^'m+w'm+l) [ . . . . (36) 



If Ax is not an aliquot part of the half-span, the distance of the 
last ordinate from the end of the span being Ax' instead of Ax, 
then for the last two points we must use 



I Ax' 
6 Aic 

W„=^{Wn-l + 2Wn)'-— 

Ax 



. • (3M 



and similar expressions for W' and W". 
't In the design of any given arch, we first calculate the values of 
W" and W^ by Eqs. (33) and (36) and use those values in finding 
the position of the origin and the inclination of the axis of ab- 
scissae either graphically or analytically by Eqs. (35). In the 
illustration, Fig. 17, a symmetrical arch is assumed and there- 
fore it is necessary only to determine fo; this is accomplished 
by means of the force polygon (a) and the funicular polygon (b) 
of the weights W". The ordinates y may then be scaled off 
or figured and used in calculating the values of W. Since 
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^=o, we ought to find SW=o; but, on account of the 
&ute number of the terms in the summation, a small error may 



/: 




Fig. 17.— Graphic Method for the Hingeless Arch. 

be found, which should be distributed proportionately among 
the different values of W* 

* Instead of using the above described method, viz., dividing the arch into 
uniform horizontal lengths ia and figuring the weights IV", W and W from the 
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The arch-points must next be loaded with the weights W, 
first vertically and then parallel to the axis of abscissae, and the 
resulting funicular polygons, (i) and (/) (Fig. 17), constructed 
with the aid of the force polygons {c) and {e) respectively, 

reciprocals of the moments of inertia, we may use another method suggested 
by Professor Dr. R. Schdnhofer (" Statische Untersuchung von Bogen- und 
Wdlbetragwerken unter Anwendung des Verfahrens mit konstanten Bogen- 
grdssen/' Berlin, 1908, 191 1, Wilhelm Ernst & Son). This method consists in 
divifiing the arch into elements A5 proportional to their respective average values 
of /. For this purpose we draw the rectified arch axis AiBi (Fig. 18), -and plot 




Fig. 18. — Graphic Method for Subdividing the Arch. 



thereon the moments of inertia of the different sections as ordinates, half above 
and half below the axis. Between the two smooth curves drawn through these 
points, construct a chain of vertical and parallel oblique lines; the resulting 
points of intersection i, 2, 3 . . . represent the desired sections of the arch. If 
the end of the zig-zag line does not strike the end of the /-curve on the first trial, 
the assumed direction of the oblique lines must be changed or else the error 
distributed proportionately among all the divisions. After the arch has been 
divided up in this manner, it is sufficiently accurate to simply take the weights 
W, W and W" at the mid-points of the respective divisions. If the ordinates 
of these points referred to the chord of the arch are y' and the arch is symmetrical 

about the center line, the position of the axis of abscissae is given by t = -Xy\ 

n 

where n is the number of divisions in the arch. The weights are then W —y—y*^iy 

W'=Xy and W" is constant. 
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using any pole-distance ^. (In the force polygon (e), Po must 
be measured vertically.) In the first funicular polygon (rf), 
let z be the ordinate under the load G; and, in the second 
fimicular polygon, let the intercept between the first and last 
sides of the funicular polyg on m easured along any fine parallel 
to the axis of abscissae be wmi = 2Wom. Then the horizontal 
thrust for any load G applied at E is 

MMi-\-C 

V I I 

where c denotes the small correction term €=-•-: .* 

r Aq po'Ax 

Let us add to mmi the small distance wiW2 representing c to 
scale and adopt the resulting length wm2 as the measure of 
the load G. Then the ordinate z gives the value of the hori- 
zontal thrust Hy and the funicular polygon (J) or its circum- 
scribed curve represents the influence line for H. ' 
'^ On account of the assumed symmetry of the arch in this 
example, poihts similarly located on the two halves of the 
arch will have the same values oiW and IF", and opposite values 
of W; it is therefore sufficient to draw merely one-half of 
each funicular polygon. 

If we conceive the arch-points loaded with the weights 
W and, using any pole-distance, construct the corresponding 
force polygon (g) and the resulting funicular polygon (A), the 
ordinates z' of the latter polygon measured from its closing 
chord represent the moments in a simple beam loaded with 
the same weights, and therefore represent the values of the 
niunerator of the expression for Xi in Eq. (34). The weights 
W^ on one side of the arch are equal and opposite to those on the 
other side; the static moment of these weights about the axis 
of ordinates is therefore given by twice the intercept between 

* If the modified method (footnote, p. 45) is used, the correction term will be 

V / 

f Ao.po 

where k denotes the constant ratio I : As. ( — Melan.) 
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the middle and last sides of the funicular polygon = 2non. Con- 
sequently 



Xi=~G. 

2non 



The circumscribed curve of the funicular polygon (A) thus 
represen ts th e influence line for the function Xi, if twice the 
distance ntio is taken as the imit load G. 

Finally, for the loads IF" applied vertically, we draw the 
force polygon (i) and the ordinates of the resulting funicular 
polygon (k) are denoted by z". If we here choose the pole- 
distance =|2TF", then X2=|z"'G; in this case the circimi- 
scribed curve of the polygon (k), measured to twice the scale 
of lengths, represents the influence line of the fimction J^2. 

In an unsymmetrical arch, the X-axis being inclined to the 
arch-chord, this method of design becomes somewhat longer 
but not any more diflScult. 

With the aid of the above three curves, the influence lines 
for moments and axial thrusts may be constructed for each 
section of the arch. By Eq. (29), we have 

M = Mt-H'y-Xi'X-X2. 

Hence, retaining the scale of the X2 curve, i.e., twice the scale 
of lengths, we add to the ordinates z" the ordinates z and 2' 
of the H and Xi curves reduced respectively in the ratios 

=J- and =-. These reduced ordinates are best obtained by 

mm2 nno 

redrawing the respective funicula r po lygons after increasing 

the pole- distances in the ratios and . The three 

2y X 

sets of ordinates, with due regard to their algebraic signs, are 
then added with the dividers; the resulting curve is shown 
in Fig. 17^ for the point 2. It remains merely to subtract the 
resultant ordinates from those of the influence line for. the 
's Mb* As is well known, the latter line is represented 
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by a triangle; and, retaining the same scale ( = twice the scale 
of lengths), the intercept of the triangle on the mid-vertical 

should be =x'= — x. The shaded ordinates (Fig. l^k) thus 

give the influence values for the moment M at the point 2. 
V The axiaj thrust at the section 2, for a load located to the 
right or to the left of the section, is iV = ff cos </>+Fi sin 
or iV =-ff cos — F2 sin 0, respectively. If we denote the vertical 
end reactions of a simple beam by A and 5, and those of the 
hingeless arch by V\ and F2, then 

Fi=.4+Xi+£f-tanr 



and 
so that 



\ or 



F2 = 5-Zi-£ftanr, 



i\r=ff?5^fc^ + (^+X0sin«, 
cos T 



iV 



=g "^"^»~"^ -(g-ArOsin». 



COS T 



The influence hues for (i4+Xi) and (B— Xi) are shown in 
Fig. 17 (/). From these, together with the ff-curve, the axial 
thrusts for the given cases of loading may be calculated by 
multiplying the influence ordinates of these lines by the trig- 
onometric functions expressed in the above equations. 

From the above quantities M and iV, we can calculate the 
normal stresses in the section by Eq. (i). To find the maxi- 
mum fiber sttesseSy we must of course apply the conditions of 
loading which produce the maximum moments about the core- 
points. For this purpose we have to construct the moment 
influence lines for both core-points of each cross-section, sub- 
stituting the coordinates of these points for x and y in Eq. (29). 
The determination of the axial forces N may then be omitted. 
It will be advantageous, however, to adopt the same permis- 
sible approximation as was suggested for three-hinged arches, 
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of assuming a single position of loading for the two extreme 
fibers of a section ; namely that loading which makes the moment 
about the arch-axis a maximum or minimum. (For instance, 
for the point 2, the load would have to cover the distance 
A J or J B in Fig. 17.) If the loading is assumed in this manner, 
the corresponding axial thrust N must also be determined. 




Fig. iq. — Construction of the Line of Resistance. 



Knowing the values of H, Xi and X2 for any given load 
]X)sition, it is a simple matter to construct the line of resist- 
ance. For so=^ determines the position and — 7—^=-^ 

(he inclination of the closing side AiBi with respect to the axis 
of abscissa^ A fi ; and the line of resistance is then constructed 
as the funicular pc^lygon of the loading with B as the pole- 
distance. (,Fig. 19.) 



CHAPTER V 

EFFECTS OF TEMPERATURE AND DISPLACEMENT OF THE 

ABUTMENTS 

In a three-hinged arch, a change of temperature produces 
no stresses, since the elongation of the arch-axis is taken up 
by the unresisted rise or fall of the crown-hinge.* The same 
is true of a possible displacement of the abutments. In a 
hingeless arch, however, the effect of temperature and of a 
possible yielding of the abutments should be considered, since 
considerable stresses may thus be produced. 

In a hingeless arch or any arch having less than three 
hinges, a rise of temperature results in an increase, and a fall 
of temperature in a decrease, of the horizontal thrust H. The 
appropriate formulae for design may be deduced from the 
expanded expression for the work of deformation; this expres- 
sion for arches of large radius of curvature and with the shearing 
forces neglected, may be written: 

Here T denotes the change of temperature and w the coefficient 
of expansion. 

Adopting the same analytical procedure as in the pre- 
ceding section, and denoting the unknowns at the vertical 

* To be exact, there will occur a somewhat altered distribution of stresses in 
the arch-sections, for, on account of the altered rise, the line of resistance will 
have a changed position relative to the arch-axis. But, if the crown deflections 
are not too great, the above variations of stress will generally be very small and 
need not be considered, just as we neglect the deformation due to loading in 
calculating the stresses. 
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crown-joint by Afojy Ht and 5<, we have the following equations 
of condition corresponding to Eqs. (15): 



•^ 9^A5+4-^-A.-£a.r.2^.A,=o. 



/ dH, 



A dH, 



V — ^ — As+ 2 — As 

I dSt A dSt 






=0. 



M dM 



I aMo.i 



As = o. 



Let the arch be weightless and without external loading; 
then, at the mth joint in the left and right portions of the 
arch, 



Mm = Mo,t-Ht'y'-St'X, 
Nm=Ht cos <t>—St sin </>, 



N'm^Ht cos 4>'-\-St sin 0'. 



Substituting these values in the preceding equations, denoting 
by a, /3, 7, . . . the coefficients of Eqs. (17) or (16), and by h' 
the elevation of the right end of the arch above the left, we 
obtain the following: 



aMoj,+fi'Ht+y'St-E(aTl =0 ' 
bMo,t+y'Ht+€-St+E(aTh' =-0 
<l>MQ,t+ot'Ht+b'St =0 



(37) 



If the arch is symmetrical about the crown-section, then 
7 and 5 = 0, also A' = o. Hence, substituting the coefficients 
a, /3, and <l> as defined by Eqs. (19), remembering that these 
have been divided by f A5, we obtain: 



jj 3 EoiTl <t> 
-"< = ^« 

2 A5 ^(l>—a'^ 



(38) 



a 






(39) 



EFFECTS OF TEMPERATURE 



53 



The reactions due to temperature effect therefore consist 
of two horizontal forces Ht acting at a distance 



a 



2^-A5 



i:.j^s 



below the crown. 

The same result is yielded by the analysis underlying the 
graphic method, as follows: Under the action of temperature 
variation, there must be added to Eqs. (22) and (23) the terms 



and 



(aT i sin <t>'ds = (jO'T'h', 
(aT \ cos <t>'ds = (i)'T'ly 



respectively. If no other loading is considered and if the 
coordinate axes defined by Eqs. (32) or (35) are again assumed, 
we obtain the following values corresponding to Eq. (34) : 



H,= 



Eo)T'l 



V I 



Xi,t = 



\ywdx-\ — 

J r Ao 

Eo)T'h' 
J X w^dx 



X2,t = 



(40) 



A change of temperature, therefore, gives rise to a pair of 
end-reactions having a horizontal component Ht and a vertical 
component Xi,t+Zrrtan r, and whose line of action passes 
through the origin of coordinates, (Fig. 20). The force Xi 
becomes zero when the ends ^5 lie at equal elevations (h! = 0) 
and the end-reaction then coincides with the X-axis (Fig. 21). 
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jsnssnrj t?^ morcKse ot span 




*3r. n. — - 



3L A i- 



= -JT d^e to i rise :£ terr^er^rjire is iestrkted« the same 
stresses must resL:!: is wre^i :he ^bunnents are pushed toward 
each other through -l-* = -^77. Hence, in the abo>'e formulae 
for Ht, the numerator E^Tl must be rqplaced by — £-A/ in 
Girder to obtain the effect of an outward displacement of the 
tments upon the value of the horizontal thrust. 
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The resultant forces at any section, due to £fi, are 

Mt=-Hry-Xu'Xj 



and 



,7. Tj cos (0 — r) , ^ . , 
cos r 



for the segmental arch with horizontal closing chord, 

Mt=-nt'yy 
and 

Nt=Ht' cos 0. 

The maximum stresses due to temperature effect usually 
occur at the crown and at the ends of the arch; a rise in tem- 
perature produces tension in the extrados and compression 
in the intrados at the crown and the reverse at the abutments. 
A fall in temperature has the opposite effect. 

The coefficient of e^qjansion w has been found for stone and 
concrete to range from .0000044 to .0000078 per 1° F.; hence, 
at the mean value, about the same as for steel. As to the 
fluctuations of temperature, these are not as large in masonry 
as in metallic structures. Sufficient observations have not 
been made on masonry constructions. According to the new 
Austrian specifications for concrete and reinforced concrete 
highway bridges, a variation of temperature of ±27° F. from 
the unstressed , condition must be provided for, using a coeffi- 
cient of linear expansion for concrete of .0000066. In the case 
*of bridges having a minimimi thickness of concrete exceeding 
about 30 inches or covered with earth or ballast to an average 
depth of over 30 inches, the above range of temperature may 
be reduced to ±18° F. The same range of variation (±27'^ F.) 
is prescribed in the Swiss specifications for the calculation of 
temperature stresses. 
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Under certain conditions, the longitudinal forces acting 
on bridges may require consideration. This occurs in rail- 
way bridges built on heavy grades or on rack railways (also 
on any spans on which the tractive or braking stresses are 
important). The longitudinal force in such cases may be 
assumed applied at the crown in a direction parallel to the 
roadway. We also have to consider the more general prob- 
lem (as it occurs in roof -arches) of forces acting in oblique 
directions at the different points of the arch. We resolve 
such forces into components parallel to the coordinate axes 
defined by Eqs. (32); so that, in addition to the action of verti- 
cal loading, we now have to investigate the effect of loads parallel 
to the X-axis. For this purpose, as in the preceding investi- 
gations, either an analytic or graphic method may be applied. 
For the present problem, only the analytic method will be taken 
up in detail. 

We first determine the position of the F-axis (from the 
first of Eqs. (32), or simply as the axis of symmetry in the case 
of a symmetrical arch) and the direction of the X-axis. Start- 
ing at the section o lying in the F-axis, we divide the arch 
by sections i, 2 . . . w, into portions of equal lengths As 
(Fig. 22). The points of the arch are referred by horizontal 
and vertical coordinates x and y to the crown-point o as origin 
and to an axis of abscissae drawn through o parallel to the 
X-axis. Now let a force W parallel to the X-axis be applied 
at the rth section in the left half of the arch. Choosing as un- 
knowns the moment Mo and the axial components H'=H- sec r 
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and S of the resultant force at the section o, we have, for the 
left half of the arch: 

Mo=Mo; 
Mi=Mo—H'y—S'Xi; 



Mr=Mo—H*yr—S'Xr; 



Mm=Mo-H'yfn + W'COST(yM-yr)-S'Xm; 



No=H'Cos <l)o—S'sin </)o; 



Nr=H'Cos ^— 5sin 0,; 



Nm={H—W'COST)'Cos 0TO— (5+ir-sinr)-sm 0^; 



i»n »m a?r ^i 

f-f-f-r — f- 




Fig. 22. — The Action of Non- vertical Loads. 



for the right half of the arch; 
M\=-Mo-H'y\+S'x\; 

Mm=Mo-H^yn,+S'x'm\ 
N'm^H' cos m +5 sin </>' 
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Substituting these expressions in the set of Eqs. (15), taking 
into account the relations governing the adopted system of 
coordinates which may be written 



n 



n' 



X '• X 

i i 



/ / 






.' • 



COS ^ !Lsm 0-cos <t> ^ 
-'As — X — ^H -'As 



)' 



o, 



and neglecting the very small terms containing PT-sinr, we 
obtain the three equations: 



{a+a')Mo+{P+P')H- {fir+a,-y,)W-cos t=o ' 
(<t>+<l>')Mo+(a+a)H-{<l>,-yr+ar)W-cosT=o 

{€ + €')S-iyr+dr-yr)W' cos T = J 



(41) 



Here the coefficients a, /3, and e are the same afe those 
defined by Eqs.. (19) for the left half of the arch, and a', fi\ 0' 
and e are the corresponding quantities for the right half of 
the arch; and the remaining coefficients, with a slight approx- 
imation in the case of 7r, represent the following expressions: 



-fe+O'! 



■ • • ^f} 

Llr Ir+l ir+2 -^aJ 



+2 
2 



<t>r 



'\j. 



+4' 



+ 2 



Ir+l It+ 



+ . . .+ 



f} 



7r = 



\Xryr I Xr+l-yr+l ^ ^ Xr+2'yr+2 | 
L Ir 



Ir+ 



Ir 



• • • 



*f=- 7+47 — +2^^ h. • -+7- 

Llr ir+l ir+2 inJ 



I, J 



(42) 
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If the load W is applied at the crown, then 



hence 



ar = a, Pr = Py yr=0; 



H'=H sec r= g(»+</>0-«(«+aO ry 

(^+^0(</>+</>0-(«+«0^ 



S=—~)W-cost 



€ + « 



f f i 



Mo = 



aP'-afi 



(l3+|8')(*+«')-(«+«')^ 



■pr-.W- COST 



. (43) 




Fig. 23. — Non-vertical Loads on a Symmetrical Arch. 



If the arch is sjnnmetrical about the F-axis (Fig. 23), then 



H'=Hseca=hW 
S 
Mo=o, M,'=—M„ = 



--W-cosa 
2 c 



iiWf cos a-Si) 
^W • cos a(f--^i\ 



' (44) 



CHAPTER VII 

APPROXIMATE METHODS FOR THE HINGELESS ARCH 

We must first note an interesting property of the line of 
resistance. If, in the third of Eqs. (26), we neglect the very 
small and practically negligible term containing the axial 
thrust, there results 



f>-f:r. 



ax=o. 



COS0 

But, as previously shown, M=H'h, where h is the vertical 
intercept between resistance-line and arch-axis; hence the 
above equation becomes 



X 



" * ^ 



U I'Cos<t> 
and, if /-cos <t> is assumed constant, 

•B 



s: 



h-dx—o. 



Consequently, if the vertical projection of the moment of 
inertia of the cross-section is constant, the algebraic sum of 
the areas included between arch-axis and resistance-line must 
vanish. 

This property, in a certain measure, affords a check on the 
correctness of the construction of the line of resistance. Even 
if the moment of inertia /-cos 4> is not exactly constant but, 
as is generally the case, increases somewhat toward the abut- 
ments, we may still estimate the balancing of the areas after 
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so that, by the previously established principle concerning the 
equation of areas between resistance-line and arch-axis, the 

T T ** Tt\ 

former curve must lie at a distance -(/'—/)=— -7— above the 

3 4 ^0/ 

crown and at -(/'—/)=— -7^. below the ends of the arch- 

3 2 Aq] 

axis. If the depth of rib at the crown is d and the arch con- 
sists of homogeneous material, we may substitute for the 

above intercepts the values -^--r and ^ -r. 

16 / ,8 / ^ 

This position of the line of resistance is, of course, no 
longer entirely correct if the loading is not perfectly uniform, 
but increases toward the ends, as is the case with the dead 
load in arches having spandrel filling. 

If the radial depth of the arch is greater at the ends than 
at the crown, the line of resistance will come somewhat lower 
in order that the negative areas between the arch and resistance- 
line may be greater than the positive area above the crown. 
Nevertheless (for uniform loading or even for dead load if 
the arch is flat), we may always use the above approximate 
method for estimating the points through which the line of 
resistance must pass at the crown and ends of the span, and 
then treat the rib as a three-hinged arch (Fig. 24) for these 
cases of loading. 

After determining in this way the effect of the dead load 
Hg, the further investigation for a uniform load p covering 
one-half of the span is accomplished as follows: 

1 1/2 
The horizontal thrust H =Hg+-Up=Hg+—p^,. 

2 16 / 

Also, by the second of Eqs. (31), if I - cos <t>=h is constant. 



x; 



2 

MbXdx 



^^--^—=T^p^ (47) 



X 



x^dx 
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If the arch had hinged supports, the right end B would 
receive from the half-load a vertical reaction jpl. But, on 
account of the fixedness of the ends, that reaction is reduced by 
the value of A'l and hence amounts to i^ — Yi)pl = -^pl. The 
pole for drawing the half-load resistance-line is therefore to 
be taken ^pl above the pole-line OOi. Since the piercing 
point of the line of resistance at the crown remains unchanged, 
the construction of that Une is thus determined. 




Fig. 34. — Approximate Method for the Hingeless Arch. 

Under full loading with p per unit length, the horizontal 

I pl^ 
thrust is 5 = /7,-f-i^, and the moments are given approxi- 

o J 
mately by the following: 



At the ends, M 






(48) 



For the half-load, the approximate expressions are the following: 
At the end of the loaded side. 



^^?)i^'-^- 



At the middle of the loaded side, 



(«) 
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In arches whose rise-ratio is greater than about iV to |, 
whose form departs markedly from the parabolic, or whose 
cross-section increases greatly toward the ends of the span, 
the above approximate rules can no longer be applied. 

The horizontal thrust produced by temperature variation 
has been expressed by Eqs. (40). Substituting for the denom- 
inator the approximate value established for flat arches, 

4 If I K. • 

-^••^r-, we obtam, 

45 ^0' 

and the moment at the crown becomes 

ikfo.i =Ht'-f=— — J, — . 
34/ 

The resulting extreme fiber stresses at the crown are then 
approximately 



,-i|£.r.£,[..,/]. 



and at the ends, 



,^^iE.T.g..,l]. 



In masonry and concrete, if we use the mean value 
E = 2,000,000 (lbs. per sq.in.), with w = .0000065 ^tnd r= ±27® F., 
then £wr = 35o lbs. per sq.in. 



CHAPTER VIII 
TWO-HINGED AND ONE-HINGED ARCHES 

If hinged joints are provided at the ends of an arch but 
not at the crown, the system is reduced to single static inde- 
terminateness, namely in the magnitude of the horizontal 
thrust. To evaluate the latter we make use of the condition 
that the relative displacement of the two ends of the arch 
must be zero. From this we derive an equation which is 
identical with the first of Eqs. (25) if we substitute r^a 
and place the axis of absdssx in the arch-chord AB. The 
ordinates y will then rq)resent the heights <rf the points of the 
arch-axis above the diord AB. 

Noting that M^M^—H-y in the tM<Mxi^td ardi, the 
above equation yields 



r; 



-I- . 



E^--' 



rr-\(r 



r< 



carreifKiifedkii^ 
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with respect to temperature stresses and the secondary stresses 
caused by displacement of the abutments or by axial compres- 
sion, the two-hinged arch does not appear to have any advan- 
tage over the hingeless arch, judging by the stresses at the 
crown, so that the extra cost of providing the hinges yields 
no corresponding equivalent in the elimination of secondary 
stresses. 

On the other hand, it may sometimes be advisable to pro- 
vide a hinge at the crown alone, particularly if the limitation 
of the total height of the structure requires that the depth 
of rib at the crown should be a minimum while permitting 
a large increase in the stiffness of the rib at the ends. 

The one-hinged arch thus obtained is doubly indeterminate, 
since but one point of the line of resistance is given. Regarding 
the components H and S of the crown-thrust as the unknowns, 
the Eqs. (17a) and (17J) may be used directly for their deter- 
mination, substituting Mo=o. If the arch is symmetrical about 
the crown, we obtain from the first and third of Eqs. (18): 



JJ = 



5= 



Ai 



/3 
A2 



(SI) 



Here Ai and A2 are defined by Eqs. (20), p and c by Eqs. (19) 
and the points of the arch are referred to a pair of rectangular 
axes drawn through the crown-hinge. 

The influence lines for the forces H and S may also be 
found by the graphic method. Let us assume any unsym- 
metrical form of arch and refer the points of the arch by coor- 
dinates X and y measured horizontally and vertically from 
a pair of axes, X and Y (Fig. 25), the former being provisionally 
assumed inclined at an unknown angle r. The resultant pres- 
sure at the crown hinge is resolved into two components, the 
force H'sec r parallel to the X-axis and the vertical shearing 
force V. If P denotes the external loading between the crown- 
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hinge and any assumed point £, and if P-a is its moment 
about E, then for the portion AC, 

M = Pa~Hy~V-x, 

iV = /'-sin^+fl-cos{^-r)-F-sin«. 




Fig. 25. — Graphic Method for the One-hinged Arch. 

The displacements of the pomt C must have the same values 
for the two parts of the arch; hence 
C^M dM . , f^H dN . 

X Ei■^dH^'^^*'X EAW^ 

f'M dM , f'N dN . 
~ X El'dH" X EA'dB'"'- 

J''^M dit . . r* N dN . 
,Ei-dv'^*j EAdv"' 

f'M. ^ d - C'JL 

Jc Ei'dV ' jc EA' 



djf 

EAdV' 
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Substituting the values of M and Ny and making the same 
omissions or approximations in the terms involving the axial 
thrust as in the preceding investigations, we obtain 



A 



+''(r7'^+rr*)-°- 

We again choose the direction of the X-axis so that 

Tf-rf-ff •*-- • • ■ <-' 

This leads to a determination of the axis similar to that given 
above (page 41) for the hingeless arch. 

If the ordinates of the arch-points referred to a horizontal 
axis drawn through the crown-hinge are denoted by y', then 



ds 

Id I 

tan T = 



If the hinge lies in the vertical passing through the center of 

I IX 

gravity of the elastic weights yds, so that | jds=o, then the 

direction of the X-axis coincides with that of the hingeless 
arch. 
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With the X-axis detennined as above, we obtain, 



.rs^--e 



xds 



1 



dx 
A 






xds 



■ (Si) 



/ 



f.. 



In these expressions, the integrals in the denominators are 
supposed to extend over the entire length of the arch. 

If the external loading consists of a single concentration 
G at a distance c from the crown, the numerators of the above 
expressions become 

r^.yds^crp^dx, 

Jc I Jc /cos* 

Jc I Jc /cos* 

and the definite integrals of Eqs. (53) can again be represented 
as the static moments of the weights 



w = 



I ' cos 0' 



and 



ze/ = 



/•cos 0' 



applied as loads along the axis of the arch. For the vertical 
action of the loads w (or of the concentrations W derived from 
them by Eq. (36)) we construct the funicular polygon Fig. 
25(6), and for the horizontal action the funicular polygon Fig. 
25(c). The latter, by its intercept on the axis of jdmi^An:^ 
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I Hdx 
augmented by the small length I -7, gives the denom- 

inator of the expression for H. If the length mm2 is taken 
as representing the load G, then the ordinate z of the funicular 
polygon (J) under the point of loading represents the cor- 
responding value of the horizontal thrust H, Similarly, the 
ordinate z' of the funicular polygon of the loads w^ (or PFO, 
measured under the point of loading, represents the value of 
V if the distance w«o is taken for the load G. The curves 
(J) and {d) therefore constitute the influence lines for H and 
V. The vertical reaction at the left end of the span, for a 
load located on the left half of the arch, =G+-ff- tan r—F; 
for a load on the right half of the arch, it is S = V+H' tan r. 

With the above values, the moments and axial thrusts 
for the various sections of the arch may readily be determined 
and their influence lines constructed. 

The forces at the crown-hinge produced by a change of 
temperature are 

£cor-/-sec^r 



Ht' sec T = 



fi:.f 



dx 
A 



V t — 



fi 



"^'ds 



(54) 



assuming that the right abutment is higher than the left 
by an amount h\ 



CHAPTER IX 
ARCHES WITH ELASTIC ABUTMENTS 

The theory of the hingeless arch developed in Chapter IV 
presupposes that the end-sections are incapable of displace- 
ment or rotation. If this assumption is not fulfilled, the 
results obtained above will be incorrect, since the expressions 
in the fimdamental Eqs. (22), (23), and (24) are no longer 
zero, but must be equated to the actual values of the dis- 
placements. 

We first assiune: 

(i) The ends of the arch suffer a horizontal displacementy 
but no rotation. Let the resulting increase in length of span 
be A/. In this case the first of Eqs. (26) is changed to 



rMy.ds^ir^.ds= 

Ja I rjA A 



=E'M. 



The other two equations remain unaltered. In consequence 
of this, in the subsequent analysis, only the value of H is 
changed while Xi and X2 suffer no change from the expressions 
given by Eqs. (31) or (34). The altered value of H is 



JMb'W'dx—E'Al 

I y-w-ax-i 7- 

•/ii r Ao 



If the abutments are elastically deformable in such a 
manner that a force H = i displaces the left abutment an 
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amount 61, and the right an amount 62, then A/=H(6i + 62); 
hence 

fB 

\ Mb'W'dx 

^=Tb Tl • • • • (55) 

I y"W'dx+-' — +E{di + S2) 



The quantities X\ and ^2, as already remarked, are unaffected 
by such displacement if it is not accompanied by a rotation 
of the abutments. Consequently the graphic method illus- 
trated in Fig. 17 remains unaltered except that the length 
representing the unit load G for the fl^-influence line (Fig. i7(/)) 

has to be augmented by the amount £(5i + 52). 

We next assume: 

(2) The abutments are capable of elastic yielding, suck that 
the end-sections of the arch suffer rotation as well as horizontal 
displacement. 

Let da, 56 = the horizontal displacements of the left and right 

end-sections produced by a force H = i; 

<t>a, (t>b = the rotation of the end-sections produced by a force 
H = i, or their horizontal displacement produced 
by a moment M = i acting in the outward direc- 
tion; 

^a, ^6 = the rotation of the end-sections produced by the 
moment Af = 1. 

These deformations are conditioned by the elasticity of the 
abutments and are considered as having been determined 
from their design. 

We can bring the problem of the arch with yielding abut- 
ments back to the case of the arch with rigid anchorage by 
imagining each end connected to a vertical pier, anchored at 
the base, having such height and cross-section that the defor- 
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I mations and ^ would be produced at the ends of the arch 
1 (Fig. 26). We readily obtain 



EI' 




FitJ. afi.^Arch with FJastir Abutments. 



The upper end of the pier would deflect under a unit horizontal 

load an amount — ^. But the displacement of the end-sec- 

tion should amount to S; consequently we must give to each 
pier an additional horizontal displacement of 



F _ 






(57) 



As pointed out above, this displacement affects only the value 
of the horizontal thrust H. 

The arch thus obtained by affixing the elastic piers AAi 
and BBi may now be designed directly by the method for 
the hingeless arch developed in Chapter IV. For the graphic 
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method we must again first determine the position of the 
coordinate axes. For this purpose we may apply the defining 
Eqs. (32) or (35), determining the origin O as the center of 

ds 
gravity of the weights y and the axes as the conjugate diam- 
eters of the inertia ellipse of these weights. In this opera- 
tion, the vertical piers have to be loaded with the weights 

ds J ds 
— and Y' 

la lb 

If the arch AB is built symmetrical about the vertical center 
line, and if the points of the arch are referred to the chord 
ABhy the ordinates y', then the three Eqs. (32) for determining 



the position of the axes, on substituting w" = 



/•cos <t) 



and 



w = 



X 



I 'COS <t> 



become: 



to = 



j'^yWdx-E{<t>a+<t>b) 
j\"dx+E{yl^a+yl^i) 



ll=l — /2= 

2 



j'^w"dx+E{4'a+i^) 



j y' -w' ■dx—<l>a-li+<tn,-h 



(58) 



If the two abutments, in the case of a synunetrical arch, have 

equal elastic deformability, then /i=/2=- and /i— ^2=0, and 

2 

the X-axis lies at a height 

j y'w"dx-2Ef^ 



parallel to the chord. 



rV'dx+2£^ 
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With the axes thus fixed, the quantities Hj Xi and ^2 are 
calculated from the Eqs. (34) of the arch with fixed ends, but 
with the integrations now extended over the entire system 
including the arch and the two attached piers. In the numer- 
ators, however, which simply represent the moment cur\*es 
for a simply supported beam loaded with the weights u\ vf 
and w" ^ the weights acting on the piers have no influence. These 
curves are therefore obtained, as before, as the funicular poly- 
gons for the vertical loading of the span with the weights u\ 

The denominators of the expressions for H, X\ and ^^2 
may be evaluated as follows: Taking into account the dis- 

placement h — z=^ (Eq. (57)) which must be given to each 
pier, the horizontal thrust becomes, by Eq. (55), 

j Mt'wdx 



The integration of the first term carried out for the piers gives 

Substituting this expression, together with — = £<^ and 

2/ 

-==£• ^, we obtain, 

I Mk'wdx 
^=_ _ _ 

J A f Ao 



. / 
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In the same manner, we may substitute for the denominators 
of Xi and X2: 

I -y'ds^ \ xwdx-\ — -—-\ — p-, 

jAi ^ Ja ^a ib 

so that the expressions become 

) Ml, • w'dx 
Xi = — ^ -^ , .... (60) 

I Af 6 • w'^dx 

X2=— ^^^ (61) 

J^ w''dx+E{yl,a + h) 

With the above relations, the influence lines for H, Xi 
and X2 are now simple to construct. We draw the funicular 
polygons (Fig. 27 (d), (A), (k)) for the elastic weights Wj w\ w" 
applied vertically; and the funicular polygon (Fig. 27 (/)) for 
the loads w applied parallel to the X-axis, to which we add 
the forces £(2<^a+^a-/i) and £(2<^6+^6-/2) acting at the 
ends of the arch (force polygon (e)). The first and last sides 
of the funicular polygon (/) will then intercept on the X-axis 
a length 

W0Wl=— V I y^^^+-E(2<^a-/l-|-^fl-/l2-h2<^6-/2 + ^ft-fe^) 

so that we merely have to add the correction 



:^ —\ -•-7-+£(5a+66) =WlW2 



.71-ffPS "TirH FI.\.-; tic AB'.TXiT": 



iz c-risr i: mciiii 3b iuil value of the dt^.cuLiior t 
lierid jr? m"t fur i ::;[ii:t:nmiUon O^i. 




Fig. 17.— Gnphi. M-vur r 

Similarly, to consrir i^.- 
£'^«-/i and -£ », , -.^. 
w' (force polyg'ji ^ 
polygon Ik, vZ -2k: -J 



and we hai-e 
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Finally, if we choose as the pole-distance for constructing the 
funicular polygon (k) one-half the sum of the loads w" aug- 
mented by i£(^a+^), we obtain 

This general treatment of the arch with elastic supports 
may be applied without change to all arches in which the elas- 
tic deformability of high abutments or piers has to be considered. 
We merely have to determine the elastic deformations of the 
piers, i.e., the quantities 5, <t> and ^, producible by a force of 
unity applied at the springing line. 

Note. It is apparent that the straight beam or girder 
framed into elastic supports may be treated as a special case 
of the above problem, by simply substituting y'=o. 




CHAPTER X 



ARCHES CONTINUOUS OVER SEVERAL SPANS 
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A SERIES of arches connected with one another and with 
the intermediate piers constitutes a statically indeterminate 
system of a degree depending upon the assumed character 
of the connections as fixed, hinged, or sliding. 

It is only in the case of arches connected together with 
hinges and free to slide on the intermediate piers that the 
degree of indeterminateness remains the same as for a single 
arch. If such arches are hinged at the end abutments, we 
have but the single static indeterminateness of a two-hinged 
arch. The horizontal thrust, however, is considerably dimin- 
ished; with n equal arches, it is only — th of the value of H 

for a single arch. With this reduction of the arch action, 
the positive bending moments become considerably larger 
than in a single arch; and this holds true, although in a some- 
what reduced measure, even when the friction at the inter- 
mediate piers is taken into account. 

If the connections between the arches are rigid (without 
hinges) and are free to slide on the intermediate piers but 
hinged at the end abutments, a system of n spans will be 
M-fold statically indeterminate.* 

In actual designs of arches, however, the sliding supports 
on the intermediate piers are out of the question. Instead 
we have to assume fixed supports incapable of horizontal 
displacement except as the result of the elastic deflections 

* The theory of this system, which ia really a generaliwd case of tlic con- 
tinuous beam, was first presented by MiUkr-Brcslau. Wochenblitl flir Arch. u. 
log., 1S34. 
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of the piers. If the arches are constructed as independent 
three-hinged arches (Fig. 28), the pier deflections will cause 
large crown movements; but, as this slight variation in the 
rise of the arches may be disregarded, the stresses in the arches 
will remain unaltered. Loading in any span will have no effect 
on the stresses in the other spans. 




Fig. 28. — Continuous Three-hinged Arches. 

Such is not the case if hingeless or two-hinged arches are 
used; every load then produces stresses in all the arches 
and piers; but the crown movements and the horizontal thrusts 
on the intermediate piers are smaller than in the system of 
three-hinged arches. 

The general case of the continuous arch without hinges 
is represented diagrammatically in Fig. 29. The end-sections 




f^Ln, M^ 



Fig. 29. — Continuous Hingless Arches. 



Aj B, . , . , Ey oi the arches and piers are considered as fixed 
against sliding or rotation. At each of these points external 
reactions must be applied, consisting of a horizontal and a 
vertical force and a bending moment. With n spans we thus 
have s(n+i) unknowns, three of which are eliminated by 
applying the conditions of static equilibrium. Consequently 
there remain 3» statically indeterminate quantities. 
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The solution of this problem, although quite tedious on 
account of the large number of unknowns, involves no special 
difficulty since we have only to apply the general method for 
the design of statically indeterminate systems. For this pur- 
pose we write out the expressions for the moment and axial 
thrust in the sections of each arch and pier; thus, for a section 
in the rth arch, 



M = Mi+M2+ . . . +Mr-Hiyr-H2(yr+k2) 

-Hr(yr + hr) + Vl'Xr + V2{Xr-ll)+ . . . 
+ Vr{Xr-ll-l2- . . . /r-l)-2)?r 
N = {Hl+H2+ . . . +Hr)'COS <<»r+ . . . 

+ (Fi + F2+ . . . +Vr) sin 0r-(SP)-sin <t>r 



I 



(62) 



Here Xr, yr denote the coordinates of the arch-point referred 

r 

to A; hi, A2, . . . =the heights of the piers; 2P = the siun 
of all the loads to the left of the section, 3)?r = their moment 
about the section. Similarly, for a section taken in any pier 
at a height Xp, 



M = Mr'-Hr'Xp 

N^Vr 



(62a) 



The equations for determining the ^n unknowns are then 
obtained from the derivatives of the work of deformation 



W 



'U 



EI 



ds+- 



im--^) 



N-ds, namely: 



dW 
dW 

dVi 



=0: 



o- 



— 7T- = . . . 

dMz 

dW 
a^=° • • • 

— ;t-=0 . . . 



dW 



= 



= 



• • (63) 



= 
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.\fter the reactions are calculated from these equations, the 
r::omenis and axial pressures at the various sections are given 
by Eqs. 62' and t^62a). 

If only one span is loaded (Fig. 30), the effect of this 
loading will extend principally over the span itself and the 
rwo immediately adjacent With this simplification there 
nanain only 9 unknowns to be considered. A further reduction 
15 effected if we take advantage of the permissible approxi- 
niation of considering the vertical reactions Vr-i and Fr+2 
in the outside piers and the corresponding end moments Mr-i 
and J/^^i as equal to zero. The degree of static indeter- 
n:inateness is then reduced to 5. Nevertheless this treatment 
of the cx^ntinuous arch will always involve tedious computations. 



Vr 






fr*t 



Fig. j;a. — Continuous Arches with only One Span Loaded. 

A simple solution, suj^ciently accurate for concrete arches, 
consists in treating each span separately as an arch with 
clastic abutments and applj-ing thereto the theory developed 
in (ho prccotiing chapter. There remains only to determine 
as correct I\- as possible the elastic deformations 5, 0, and ^ 
at the ends of each arch. 

Lot AR bo tho span under consideration (Fig. 31), con- 
noctotl on tho loft with the arches I, II, ... on the piers Pi, 

/\>, P^ Assuming first that the pier P2 is unyielding 

and that the arch I is free to slide on pier Pi but hinged to 
a roll II and pier Po, a horizontal force of unity applied at 
A would produce a displacement 






ds. 
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Similarly a unit horizontal force applied to the top of pier 
Pi would produce in the pier a deflection 8p^, In reality, 
however, the arch and pier are connected and must deflect 
together at A; consequently the force unity must be shared 
by both; it will divide itself between the two in the inverse 
ratio of the respective deflections 8ai and 8p^, so that the force 

5p. 



acting on the arch will be only Hi = 



8ai + 5pi 



and the result- 



9 . A 

ing displacement of A will be ^\ ^ . We next assume 

OAi-rOPi 




Fig. 31. — Simplified Method for Continuous Arches. 



pier P3 as unyielding, and consider the force Hi transmitted 
to arch II and pier P2; the resulting deflection will be 



8pt' d 



At 



>Px 



where 5^, and 6p, represent the deflections producible in arch 
II and pier P2 by a unit force acting on each. Continuing 
in this manner to the end abutment, we obtain for the total 
displacement of A , 



dn = 



8ai + 8p^ 



SaA 



8 At + 5pj L 5 a, + 5p, 



(«^.+ 



• • •>]}• 



(64) 



However great the number of spans, it will always be sufficiently 
accurate to extend the computation of this deflection over 
but one or, at most, two spans. 

The displacement constants for the arches are to be calculated 



from 8, 



-/i-^- 



The ordinates y must be measured in 



8i 
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each arch from a line whose h^ght above the springing joints 
is proportional to the moments of constraint at those points. 
We may therefore draw it as a straight line AB intercepting 
on the last (fixed) pier the distance / (see Eq. (35)). 

The constant ^, denoting the rotation of the section A 
producible by a unit horizontal force, or the horizontal displace- 
ment producible by a unit moment, 




is calculated from * = 



-/i 



ds. On 



account of the connection between arch 

and pier, this quantity will of course 
be modified; but the exact effect is 
difficult to determine. However, if the 
arch and pier are not built monolithic, 
we may safely assume the connection 
to be hinged, thus reducing the diffi- 
culty by precluding a transfer of bend- 
ing moment [Fig. 32). With this 
assumption, when a unit force acts to , 

produce a joint deflection of arch and pier, the part of that^ 

thrust affecting the arch will be 

and the rotation of the end section will be 



Fin. ii. 



gft (yds 

^A, + Sp,J EI' 



The arch thrust Hi is transmitted to the left end of arc! 

I; then, as before, only the fractional part Hi 

Sa,+Sp, 

on arch II, so that the rotation of the arch above pier II wiUn 

be 



■ on arch II, so that 

■ be 



iA.+ &P, &A,+ &P,J EI' 
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The total rotation of the section A will then be given by 



II 



The constant ^, denoting the end rotation producible by 

a moment M=i acting on the arch, is given by ^= I ^^y. 

If we assume, as above, that there is no transfer of bending 
moment from arch to pier, we should have 



I II 



If, on the other hand, we count on the piers relieving the bend- 
ing moment, and if i/p denotes the rotation of the top of the 
pier producible by a moment M = i, then the joint rotation 

of arch and pier = ^^ T ^ • and we obtain analogous to the 
expression for the displacement 5a, 



V^a= , .-. Ua,+ , ^' (^A,+ . . . )1. . (66a) 






In like manner we may calculate the quantities Sj, 0e, and 
^6 for the spans on the right. The arch AB may then be 
designed by the method developed in Chapter IX. 

A simpler {but less accurate) method of determining th(; 
effect of elastic intermediate piers under a scries of arches is 
as follows: 

In the three arches of Fig. 33, unequal in Hf>an and load- 
ing, assume the horizontal thrust V) have )HU:n /alnilaWd for 
any given condition of loading on the itmitnifiion of riprl/l, 
immovable supports. Let thi?^ ihru%i U^ 11^ \u ^y^ uMt\\l, 
arch and H'q and /Z'o in the %u\fi %y.tm. 'lUr SuUf^tWnu of 
the arch reactions, if the frudj^/tui^ ;,fe ^.f ^, UhUottn i^j^.y;!. 
tion, will fall very clr;^ t/, fhe ^^x^-% 0I iU \fUn. t^i f^ ^,,,( 
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h'z be the heights of these intersection points above the pier 
bases which are assumed as fixed. We adopt a constant or 
mean moment of inertia /i and coefficient of elasticity £i 
for the piers, and assume the outside piers as rigid, thus pro- 
viding immovable abutments. The horizontal thrusts acting 
on the intermediate piers will cause them to deflect amounts 
A5' and A5", thereby changing the arch thrusts to the values 

ir = n'o+MI\ H = Ho+AH, F" = F"o+Aff". . (67) 




Fig. 33. — Approximate Method for Continuous Arches. 

If these deflections are directed outward, so as to reduce the 
side spans, we have 

MI' = +^, AH=-?^^^, AH" = +^. (68) 

Here C, C, C" are the familiar arch functions: 

^,_ P' y^^_ds v^ n' dx ^_ P y^'ds ^v P dx 
"Jo T-r''}, A" ^-Jo ~r~"*"rJo T 



p"'^ y"^.ds . v" r dx 
Jo /" ^r"Jo A"' 



The deflections of the piers are given by 



As' = (H-H') 



n hi^ 



zEih 



and As" = (H-H") 



,n hi 



SEih' 



or, employing an abbreviation of notation, 

As' = kiiH-H'), As" = k2{H-H"). 
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As 



(69) 



Combining these with Eqs. (67) and (68), we obtain 
,[/ ,C-\-C' .\ / ,C-\-C'' ,\ E-kihl 

= (Ho-H'o) (1 +^^Ek^k, - (Ho - H"o)^ 
= ino-n"o)(i +^^£^^2 - (Ho-H'o)^^ 



With the values of As' and As'' detemuned by Eqs. (69), 
we obtain the corrections to be applied to the horizontal thrusts, 
viz., AH', AH and AH" from Eqs. (68). These forces AH may 
be assumed to act along the axis located at the height / (or 
/', t") above the arch chord, and the resulting extra moments 
and stresses in the arches can then be calculated. These 
will have their maximima value for the condition of loading 
giving the greatest differences between the horizontal thrusts 
Ho, H'o and H"o, 



CHAPTER XI 

r£TEB3IIXIXG THE BEST CrR\T: FOR ANY ARCH 



As rreviC'CsIy pointed out 'Chapter HI, page 20) in order 
m irJi ziiv be built with minimum thickness, the axis 
c: the iTch ziust coincide as closely as practicable with the 
ziein ot the lines of resbtance for the various conditions of 
Icodiz^. THs mean line of resistance is obtained in the case 
of the three-hinged 3xch. and approximately in the hingeless 
arch, by loading the entire span with one-half of the total 
live lo;id uniformly distributed. 

The determination of the best arch curve is thus reduced 
to nnding the above line of resistance. We may assume its 
span / and rise / as nxed by the requirements of the structure. 
Thus, if the clear span of the bridge and the elevations of the 
roadway and abutments are ^)ecifiedy and if the depth of filling 
above the crown is assumed and the thickness of the arch rib 
is chosen on the basts of formulx to be presented later, the 
piercing points of the line of resistance at the crown and end- 
socliv^ns are fixed approximately and the distances / and / 
arc I hereby determined. 

:. EsWWi Mcikod. (Fig. 34.) 
Let Jo -- the thickness of the rib at the crown; 
Hi> the depth of filling at the crown; 
^ 1 - the respective densities of the arch concrete and the 
filling i^lbs. per cu.ft.); 
/> = the live load, expressed as equivalent tmiform load 
in lbs. per sq.ft. 
The intensity of loading at the crown (in lbs. per sq.ft.) corre- 
sponding to the mean line of resistance will then be 

50 = 7*^0+71 • Mo +- (70) 

2 
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We assume that the thickness of rib increases from the crown 
toward the abutments in proportion to the secant of the included 
arc, so that all the sections have the same vertical projection; 
hence 

d=do-sec (t>. 

The roadway or the top of the filling is assumed to rise from 
the ends to the crown along a parabolic curve of height h, so 
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Fig. 34. — Determination ol the Arch Curve. Exact Method. 



that its ordinates measured from the horizontal crown tangent 
are given by 



The intensity of loading at any point E will then be 
q = yd- sec 0+71 ■ «+- 

= T'fc+7iWo+-+7iy+(T-a7i)(fo tan^ ip-yiBx'. 



As a closfi approximation, we may consider the arch axis a 
parabola, so that ^ = tan«=-|-a; and tan2* = -^a^. We 
then obtain 



■ dx 



9=3b+Tiy+ 



[{■'-b'T-^- 



.8 ■»=. 
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If H is the horizontal thrust, the differential equation of 

the line of resistance is * 

d'^y _ q 

Substituting the value of q and introducing the abbreviation 



[L.i„)5tf*_,,,] ..„ 



we obtain 

Hj^ = qo+yiy+WiX^. 

The integration of this equation yields 

, +xV^ , , -x\/5 wi 2 2WijT- qo 

71 71 71 

To find the constants of integration, ki and ^2, we apply the 
conditions that for :r = o, y=o; and, with symmetrical loading, 
for equal values of ztx, the ordinates y must be equal. We 
thus find 

71 271 
The equation of the arch curve then becomes 

y= — — H+-qo](e H+e « — 2) -o(r. 

7i\7i 2 /\ / 71 

Expanding into a series, which is sufficiently convergent to 
permit stopping at four terms, we finally obtain 



y= 



Li?»^7:-^)('+li)5--]$ 



M<'iXM 



Applying this equation to the ends of the arch, we obtain 



■' 8^\ 48 i// K 



()2H 

See proof on page 96. 
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Substituting in this equation the abbreviation 

and solving for the horizontal thrust, we find 



ff=(^+^,|_[.+^.+£^_^^^]. . (,,) 



Finally, substituting. 



// 



yiqo,4q_ 



we obtain the ordinates for the arch curve, 



«2 



y = iqo+tttx^) —. 



(73) 



(74) 




Fig. 35. — Load Profile for Open Spandrels. 

These formulae may be employed to determine the arch 
curve even if the spandrel filling is not solid but is provided 
with openings and the roadway is supported on the arch by 
means of spandrel piers. In such case, with a provisional 
assumption of the arch curve, the weights on the several piers 
are figured and the heights of equivalent continuously dis- 
tributed loading of density 7 or 71 are plotted (Fig. 35). The 
resulting boundary of the spandrel area may be again regarded 
as a parabola with the rise A, and the computations may then 
be carried out with the above formulae. 
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The radius of curvature at the crown of the arch is given 
by* 



.o=^ = (.+2l')^r,+Jx+l^.^^,,/]. . (75) 
qo \ go/i6fl \ 3{qo+q'T J 

2. Simplified Method. — ^A simpler but less accurate deter- 
mination of the resistance curve may be developed as follows: 

Assume that the loading under consideration (dead weight 
g of the arch and filling plus one-half the live load p) is so 
distributed over the span that a graph (Fig. 36) representing 
the intensity of loading at each point may be replaced by a 




H-^ 



Fig. 36. — Determination of the Arch Curve. Simplified Method. 

parabola whose axis coincides with the axis of symmetry of 
the arch. This parabolic distribution of loading is a very close 
assumption if the rise-ratio is not too great, since the arch 
curve is then also practically a parabola. 

Let 

5-0 = the loading per unit area at the crown = go +1^; 

qi = the loading per unit area at the springing = gi+^/>. 

Assume that the points at the crown and ends of the arch 
through which the resistance-line must pass are known; let 
the corresponding span and rise be denoted by / and/. 

* See proof on page 96. 
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The loading on either half of the span then consists of a 
part ^qcJ' with its resultant at jl from the springing, and a 
part l(gi—go)l with its resultant at |/ from the springing. 
The horizontal thrust is then found by equating the moments 
about point A : 

Hf=lqoP+Mqi-qo)P; 
hence, 

B = ^{5qo+qi)j (76) 

To find the line of resistance at any point E, we note that 
its intercept y' above the chord AC multiplied by H represents 

/ 
the bending moment in a similarly loaded beam of span -. 

The moment of the right end-reaction is 

[lqoi+Mqi-qo)i]x, 

and the moment of the load between C and E about E is 



^qoX^+kqi''qo)-p; 

hence the resultant moment is 

^y=^(59o+?i)/^-^[3?o+2((7i-(7o)^Jr^. 
Substituting the value of H derived above, we obtain 

3qo+^(qi+qo)-T2 ^ 

If we measure from the horizontal tangent at the crown, the 
ordinate of the point E will then be 
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At the middle of the haunches, i.e., at x=jly the ordinate 
will be 

The radius of curvature, ro, of the line of resistance at the 
crown is found from Eq. (81), H^qofo: 



'°-i{ 



'+s)l • • w 



This may be written more briefly 

I P 

where /o is a reduced arch-rise defined by 

5Qo+qi 

It will generally be sufficient to determine merely the radius 
To at the crown and the ordinate yi at the quarter-points, 
for with these we can draw a five-centered curve as an approx- 
imate curvx for the arch. 

If the loading is uniform over the whole span, so that 
ffi =90, there results yi =i/, which represents a parabola. With 
increasing difference between the loads qo and qi at crown 
and springing, the haunches become higher (i.e., y' increases) 
and the axis of the arch first approximates a circular arc and 
then becomes a compound (" basket-handle ") curve with 
curvature increasing toward the springing. 

When the crown and end points of an arch are given, we 
first calculate the required thickness by the formulae in the 
following chapter, thus determining the loads go and g" or gi; 
and then compute the arch ordinates either by the exact 
Eqs. (71) to (74) or by the approximate Eqs. (77) to (79). 
With the axis of the arch thus determined, construct or cal- 
culate the line of resistance for the revised dead load plus a 
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uniform load of ^p] if the arch has fixed ends, the approximate 
formulae of Chapter VII may be used to give the controlling 
points of the line of resistance at the crown and springing. 
If this line of resistance differs considerably from the assumed 
arch curve, that curve is corrected to fit the resistance Une. 
We may then proceed with the exact static investigation of 
the arch. 

Example. It is required to find the resistance curve for an arch with 
the following data: /=6o ft., /=i5 ft., do=i.s ft., mo=i-S ft., #=200 
lbs. per sq.ft., 7=150 lbs. per cu.ft, 71=120 lbs. per cu.ft. The road- 
way is horizontal and the spandrel filling is solid. 

I. Applying the Eqs. (7i)-(74) of the exact method, we obtain: 

^0=1.5X150+1.5X120+100=505 lbs. per sq.ft.; 

g"=-=^-2 1.5(150— 60) = 22.5 lbs. per sq.ft.; 
3 60 



^=527.5— i+\/i+7-^-i20-i5 =22050lbs. 
^ ^ ^24oL ^ 3 527.5 J 

120X505 . 00 

>n f = ^ ^ ; +-^-=0.254; 

12X22050 3600 

x^ 

y= (505+o.254a;2) . 

44100 

For ic= — = i5ft., yi=2.87ft. 
4 

The radius of curvature at the crown will be 

ro= — =43.0 It. 

2. Applying the Eqs. (76) -(78) of the approximate method, we obtain: 

50=505; 
51=2305; 

H= 4(5X505 +2305)— = 241 50 lbs.; 
40 15 

^1=2.70 ft. 



CHAPTER XII 

DETERMINING THE THICKNESS FOR ANY ARCH 

Let CE (Fig. 37) be the line of resistance for any con- 
tinuous loading q. At a distance x from the crown C, the 
vertical component of the thrust along the line of resistance 

is V= I q-dXy the horizontal component isH; hence the slope 

of the tangent to the resistance curve is 



, ^ dy V 1 f' . 



Differentiating this, we obtain, 

d^y _ q 
d^^H' 




Fig. 37. — Determining the 
Thickness of Rib. 



If r is the radius of curvature of the resistance line at the 
point £, then we also have 



d^y I 
dx^ r 



sec^ 0; 



consequently 



^=^''ii^=^''-"^''*- 



If the corresponding quantities at the crown are go and 
ro, then 

n = qo'ro , (81) 

H attains its maximum value with the arch completely loaded. 
If ^ is a uniformly distributed load adopted as the equivalent 

96 
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of the actual live load, and if go is the dead load at the crown 
of the arch, then 

n = {go+p)ro, 

where ro denotes the radius of curvature at the crown of the 
resulting line of resistance. If we assume, with sufficient 
accuracy for the present investigation, that this resistance- 
line coincides with the axis of the arch, we may substitute 
for ro in the above formula the radius of curvature of the arch- 
axis at the crown. 

If r' is the radius of curvature of the intrados, then 

r do 

r =ro , 

2 

provided the rib is of uniform depth, do. As a rule, however, 
the depth of rib increases continuously from the crown toward 
the abutments. If the full load were the determining load 
for all sections, it would be necessary, in order to have the 
same total compression in every section, to make the thick- 
ness of rib d=do'sec <t>. This rate of increasing depth, and 
sometimes an even greater variation, is always adopted for 

arches of larger spans, so that ro>r'H — . For the rate of 

2 

increase of depth expressed by d=do'sec <t>, we obtain ro=r'"\-do 
and therefore n=qo'ro = qo{r'+do)» 

Let 5o = the intensity of stress in the crown section, assimiing 
uniform distribution of pressure; 
Ao=do' I = the cross-section of the rib at the crown; 
7 = the density of the material of the rib; 
71 = the density of the filling material; 
«o = the depth of the spandrel filling above the crown of 

the rib; 
^ = the equivalent uniform value of the live load. 

Then 

H^dr ' ^Uo+p)rQ=={y'do+yvUo+p)(r'+do); 
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hence 

^ Jyi-uo+p)-ro ^ (g^) 

or 

j^^ iyr-uo+p).r ' 

So-yr'-qo 

If all units are given in terms of feet and pounds, then we may 
substitute for y and 71 the densities of the respective materials, 
viz.: 

Quarry stone 137 to 156 

Ashlar masonry: sandstone or limestone (medium). . 137 to 150 

sandstone or limestone (heavy) ... 156 to 162 

granite 165 

Brick ; 112 

Concrete 137 to 150 

Reinforced concrete 150 to 156 

In using Eq. (83), the value of 5-0 must j&rst be estimated. 
For this purpose it is suflScient to assume the depth of rib 
by trial or by empirical formulae. 

In regard to the value to be adopted for the live load p, 
the following should be noted. The customary value for the 
weight of crowds of people, 80 to 100 poimds per square foot, 
is adequate only for foot-bridges. For vehicular traffic, a 
uniform live load should be substituted which would produce 
essentially the same effect as the axle-concentrations. A cer- 
tain spreading of these loads through the spandrel filling or 
backing may be counted upon; so that, as the filling increases 
in depth, a smaller value for the equivalent load may be adopted. 
Also, as in the case of trusses, the equivalent uniform load may 
be reduced as the span increases. 

The above considerations are expressed in the following 
empirical formulae for the loads p to be assumed in different 
• ("Units = pounds per square foot). 
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Highway bridges: 

Very heavy vehicles, /> = ( icx>H ; — j '^ 



Heavy vehicles, /> = ( looH — ^t—\- — — 

Light vehicles, p = Uoo+^^^^^±^ 



Railway bridges: 



2oooo\ 3+ Wo 



^ / , 2oooo\ ' 

^ = (^^+-7-/7 



+4W0 , 



. (84) 



Here / is the loaded length of span (in feet) and Wo the depth 
of filling at the crown (in feet). 

These values for the live load may be used for the design 
of arches. Of course, to obtain more accurate results, the 
actual axle-weights of the wagons or road rollers should be used 
as concentrations, although allowance may be made for the 
spreading of the load by the filling and the material of the 
arch. In such computation, it is particularly important to 
consider the transverse width over which loads are spread. 
If u is the depth of filling or backing and b the width of tire 
or road roller, the wheel concentration G may be assumed 
to spread over a width 

a — b-\-2u. 

Since u increases from crown to springing, this would give a 
greater transverse spreading of wheel loads near the spring- 
ing than at the crown. Nevertheless this variation may be 
disregarded and a mean depth of filling used for calculating 
the width a. At any rate, the assumed value of a for a wheel 
load cannot excejed the gauge of the wagon; and for an axle 
load in a railway, it cannot exceed about 13 feet. In accordance 
with the above, in designing an arch strip of unit width, the 
wheel loads will be treated as concentrations of the value 
G-T-a, 

In the preceding formulae for the depth of rib do, it remains 
to select a value for the stress So- It would not be correct 
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to substitute the maximum allowable compressive stress of 
the material of the arch; for, aside from the fact that the 
assumed uniform distribution of pressure is not realized even 
at the crown in hingeless arches, the resistance-line for unsym- 
metrical loading de\'iates still more from the arch-axis at the 
other sections, so that extreme fiber stresses would then appear 
greatly in excess of the allowable intensities. We must there- 
fore choose such a value for so that, even with maximum devi- 
ation of the line of resistance, the extreme stresses should never 
exceed the safe working stress of the material. 

i» Hingeless Arch 

We will presuppose an arch conforming to the line of 
resistance (for a full-span load of ^p) and assume that a 
loading of one-half of the span with the load Pi yields the 
line of resistance departing farthest from the axis of the arch. 
We then find that aside from the moments at the ends, which 
receive extra stiffening, the greatest moments occur near the 
quarter-points of the span; and their value, by Eq. (49) (Chap- 
ter VII), is 

M=-^PiP, 
1024 

or, in round numbers, M= — piP, 

100 

If Hi is the horizontal thrust for loading on one-half the 
span, and if di=do'sec <l> is the depth of rib at any section 
inclined at an angle <^, the maximum fiber compression at the 
section is 

-ff 1 • sec , 6 piP c. , 

s = ~ f H ^ • cos2 ib. 

oo-sec <t> 100 d(r 

With the live load p over the full span and the dead load 
go at the crown, we may write: 

B = {go+p)rQ=do'S(i, 
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and, for half-span loading, 

If we assume the radii of curvature of the lines of resistance 
to be equal for the three cases of loading: dead load, live 
load and combined load, i.e., fo'=fo"=^o, and to equal the 
radius of the arch-axis at the crown, we obtain 



Hence 



go+p 

go+P ckr 

-^-50+0.00^ — - — — So. 

go+p Oo'i/ 

p 
Substituting the value of H = (go+p)ro = {go+p)-^Ti where /o 

is the modified rise defined by Eq. (80), we obtain 

So 



= lgo+-pi+o,48pi^ cos2 <t> 



go+p 



With a slight rounding off of the nimierical coefficient on the 
side of safety, we finally obtain 

so ^-4^-^-s (8s) 



go+ 



iK-^l) 



It is thus necessary to estimate the value of do as closely 
as possible in advance in order to calculate 5o; the latter is 
then substituted in (82) or (83) to determine the more correct 
value of do. 

To avoid this roundabout procedure, it is preferable to obtain 
the value of do directly from the equation 

5 = -T- +0.06^ • C0S2 0. 

do do^ 
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Substituting 

Hi = {go+hpi)'i'Oy and go=doy+Uoyi, 
we obtain 

do^{s-yro) = {uoyi+hpi)ro'do+o,o6piP'COS^ 0. 

Introducing the abbreviation 

W2 = Uoyi+^pi, (86) 

and with P = Sforo, we finally obtain 

d,=L^^+l+'P.^Ml^zyn!l.cosQ. . (87) 

2 s — yrol y W2^'ro J 

As an approximation, we may substitute the value 

or, for comparatively flat arches, cos^ <^ = i. 

The following values may be taken for the maximimi 
allowable compression s in the material of the arch, to be sub- 
stituted in the above formulae for calculating the thickness of 
arches: 

S (lbs. per sq. ft.) 

Hard-burned brick in Portland cement mortar . 30,000 - 40,000 
Quarry stone — ^medium hard stone in Portland 

cement mortar 40,000 - 60,000 

Coursed masonry — very hard stone 60,000 - 80,000 

Granite ashlar 100,000 -120,000 

Plain concrete (i : 5 to i : 3) 50,000 - 80,000 

In arches of masonry or plain concrete it is not sufficient 
to keep the compressive stresses within a certain limit, but 
we must also take care that no excessive tensile stresses occur. 
If we consider merely the action of the loading apart from the 
effects of temperature, no tensile stresses at all should be 
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allowed in the arch-masonry, for otherwise the addition of tem- 
perature stresses would surely result in the low allowable stress 
being exceeded. We will therefore adhere to the rule that the 
line of resistance must remain within the middle third of the 
depth of the rib. 

For the half-span load on the arch considered above, the 
maximum vertical distance of the line of resistance from the 

axis of the arch is approximately h = — ^^\ and the radial 

loo Hi 

distance is therefore e= — ^V"'Cos0. Since the line of 

loo H\ 

resistance must not pass outside of the middle third of the 

section, we should have 

di > 6e; 

or, with di=do-sec 0, 

do > o.oo^^ cos^ 0. 

Substituting Hi = {go+\pi)ro and /^=8/oro, we obtain 

do 5 0.48 ^1/^ cos2 <i> (88) 

go+^pi 

With gQ+\pi—ydQ+yi'tio+^pi = ydo+W2j and rounding off the 
numerical coefficient to 0.5, there finally results 



, _ W2, W2^,plfo _ o , /Q X 

27 ^47 27 

This relation fixes the minimum crown-depth of a hingeless 
arch in which no tensile stresses are produced by the external 
loading. 

In long-span arches or in those of long radius and large 
dead weights, the compressive stress is usually the determining 
factor, and the required depth of rib is given by Eq. (87). 
Smaller arches having a relatively greater live load may be 
found by Eq. (89) to require a greater thickness in order to 
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avoid tensile stresses. In such arches the compressive strength 
of the material is not fully utilized. 

It should be kept in mind that the above formulae for 
depth of rib have been derived under the assumption of an arch- 
curve conforming to the mean position of the line of resistance. 
It has also been assumed that the radial sections increase in 
depth toward the springing so that their vertical projection 
remains constant. If these conditions are not fulfilled, the 
thickness of the rib must be correspondingly increased. The 
eflect of temperature will require a special stiffening of the rib 
at the ends. The necessity for such increased thickness will 
be determined by the results of the more exact investigation 
of the stresses. 

Example. Arch bridge for very heavy highway traffic. Span loo ft., 
rise 1 6 ft. Built of cut masonry having a compressive strength in test 
cubes of about 5700 to 7000 lbs. per sq.in. Density of the stone, 7= 150; 
of the earth filling, 71=110. Depth of filling above crown, uq= 1.6 ft.; 
roadway horizontal. 

We assume the live load by Eq. (84) : for full-span load, 

(12000X4.6 , lbs. 

100 H- l--: = round 210 - — 
100 /4.8 ft.« 

for half-span load, 

1 2000 \ 4.6 J lbs. 

50 



pi= ( loo-f— 7-1— = round 330 — 



We first calculate the proper curve for the arch by Eqs. (71) to (74), with 
the thickness at the crown assumed provisionally as (^0=2.5 ft. We 
obtain: 

go= 2.5X150+1.6X110+1X210=656 lbs. per sq.ft. 

g" = -(— ) 2.5(1 50- 55) = 16 lbs. per sq.ft.; 
3 \ioo/ 

^ . 100 r / 2 656 ■ ,1 ^ 

H=6'72— — - i+a/i+ -^-110X16 =69,400 lbs. per ft. 

16X16L \ 3 672 J 

y= (656 +0.093 1x2) — — = (0.00473 +0.00000067 ix*)x*; 

138800 

^9400 
ro=— —=106 ft. 
656 

— 2 
100 

fo=z T-II.8ft. 

•^ 8X106 
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For the material described above, we may assume a working compressive 

stress of 5=425 lbs. per sq.in. Substituting ie;2= 1-6X110+^X330=341 

— 2 
100 
andcos^ = r^ = 0.9, we obtain che crown thickness by Eq. (87): 

ioo"'H-4(i6)2 

J ^I 341X106 r ^ / 2 X330 X 11.8(61200 - 15900) Xo.q I 

2 425 X 144- 150 X 106 L \^"^ (341)2.106 J 

= 2.47 ft. 

If Eq. (89) is used, we obtain the following value for the crown thick- 
ness: 



4„=_i 34J. (34l\'^ 33°Xrx.8Xo.9 ^^ ^^ 
2 150 \ \300/ 2X150 

The assumed value of the crown thickness ((^0=2.5) is therefore safe by 
a narrow margm; nevertheless slight tensile stresses must be expected 
under unfavorable conditions of loading. It thus appears that in ma- 
sonry arches, as in the above example, the use of stronger stone brings no 
advantage, since the increased compressive strength cannot be utilized; 
the necessity of avoiding tension determines the thickness. 

Since the action of temperature changes will produce additional stresses, 
it appears advisable to increase the above thickness of the arch; it is there- 
fore made 2.8 ft. at the crown and 4.6 ft. at the springing. 



2. Three-hinged Arches 

In an arch having hinges at the crown and ends of the span, 
Eq. (82) may be employed to indicate the proper depth at the 
crown ; but in this case we may substitute for sq a value nearer 
the full allowable compressive stress of the material. At the 
same time the thickness must be increased at the critical sec- 
tions in the haunches to keep the extreme fiber stresses within 
safe limits and, in the absence of reinforcement, to prevent 
the appearance of tensile stresses. If the arch-curve conforms 
to the mean position of the resistance-line (for a full-span 
load of ^p), the bending moment at the quarter-points for a 
load covering the half-span will be (page 20) 
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and the corresponding fiber stresses will be 

Hi sec il> 6 piP 
di 64 di^' 

where di is the depth of section (Fig. 38). Substituting 



Hi^{go+hpi)ro and /2 = 8 



r 



u* 



we obtain 



d, cos <^=i toi^ro[i+ Ji+^-^^^ 0I. (90) 

where s is the safe limit of compression. 

If no tensile stresses are permissible, we must have 



Hi sec <f> 6 piP - 



di 



64 di^ 



or 



4go+^pi 



(91) 



At the crown of three-hinged arches the thickness is generally 
made less than di cos <f>y and at the springing it is made less 




Fig. 38. — ^Thickness of Rib for Three-hinged Arch. 

than di; so that the greatest thickness occurs at the middle 
of the haunches (Fig. 38). The assumption di=do sec </> used 
in deriving the equations for the arch-curve is therefore unful- 
filled, and the corresponding Eqs. (75) or (79) for ro is no longer 
accurate. Nevertheless that value should be used in Eq. (90) 
or (91) to calculate the approximate value of the thickness of 
the arch for a preliminary design. This preliminary design 
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gives corrected dead weights with which H and Hi may be 
recalculated, the corresponding lines of resistance drawn and 
the curvature and thickness of the arch revised. 

Example. (The lUer Bridge at Kempten, Bavaria). — Railway bridge, 
three-hinged arch of plain concrete. Span 164 ft., rise 28.5 ft.; earth 
covering 2.6 ft.; spandrels filled with concrete to the level of the crown. 
For this case, the live load to assume according to Eq. (84) woidd be: 

For full-span load, 

2oocx) \ 3+2.6 
164 / 7+10.4 



-( 



1000+ ^ ) , _ =360 lbs. per sq.ftv 



for the half-span load, 

( 20000 \ '^+2.6 
1000 H — - — I ^—=400 lbs. per sq.ft. 
82 /7 + 10.4 ^ ^ 

Instead we will use the heavier loads required by the Bavarian specifica- 
tions, which would give: for full-span load, />=40o lbs. per sq.ft.; for half- 
span load, />i=525 lbs. per sq.ft. 

Assuming a crown thickness of 4.4 ft., and densities for concrete and 
filling of 7=140 and 71=110, respectively, we find, at the crown, 

^0=4.4(140) +2.6(110) H = 1102 lbs. per sq.ft.; 

2 



at the springing. 



400 



91=33-5(140) +2.6(110)+ — =5176 lbs. per sq.ft. 

2 

Substituting these values in Eq. (79), we obtain 

5i76\ 164' 



'-'M 



102/8X28.5 

2 



= 190 ft. 



/o=T =17-7 ft. 

•^ 8X190 

Assuming a maximum compressive stress of 5=425 lbs. per sq.in., 
Eq. (90) gives 



. • I (902+262^)190 r , / . 3X525X17.7X425X144 ^__^^^a. 

Acos<^=-^ rr^ 1+X/1+ -r—z — ri O.97=0.7ft. 

2 425X144 L > (1164.5)*- 190 



Hence <fi=6.8ft. 
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Eq. (91) would yield 

A cos > ^.^-^-^^^-^0.97 = 5.8 ft., 
4 1164.5 

or 

di > 5-9 ft. 

The horizontal thrust for a full-span load will be approximately 
£?= (4.4X140 +2.6X1 10 +400) • 190 
= 1302 X 190= 247,500 lbs. per ft. (of width) 

and the fiber stress at the crown will be 

247500 

Sq= =390 lbs. per sq.in. 

4.4X144 ^ 

The vertical reaction at the ends under the full-span load will h^ 
approximately 

[i302-h-(gi— ^0) -=218,000 lbs. per ft. 
3 J2 

Hence the resultant end-reaction will be 

V 247500 +218000 =330000 lbs. per ft. 

Adopting the same fiber stress as at the crown, ^0=390 lbs. per sq.in., we 
obtain the thickness at the springing 

di= =5-9 ft. 

390X144 

The dimensions actually provided are ^0=4.4 ft., di=6.s ft., dt= 6.0 ft. 
The exact design of the arch yields a maximum fiber stress of 500 lbs. 
per sq.in. which is a satisfactory check on the above approximate deter- 
mination of dimensions. 



CHAPTER XIII 
PROPORTIONING REINFORCED CONCRETE ARCHES 

In the last chapter, formulae were developed for the thick- 
ness of masonry and concrete arches to satisfy the requirements: 
first, that the allowable compressive stress should not be 
exceeded; second, that no tensile stresses should occur in the 
masonry. The second requirement, under certain conditions, 
may call for a greater thickness than is necessary merely to 
limit the compression; this occurs with large ratios of live to 
dead load, large rise-ratios, or with material having a high 
allowable unit stress in compression. By employing a material 
adapted to resist tensile stresses, such as reinforced concrete 
or combination arches of steel and concrete, the above difficulty 
is eliminated. Furthermore, as the embedded steel also shares 
in resisting the compression, reinforced concrete arches do not 
require as great thickness as plain concrete asrches. 

Let the area of steel per unit width of rib be given by 
-4, = 00-^, where do is the crown thickness. Here oo is the 
ratio (not percentage) of reinforcement at the crown. The 
reinforcement is assumed symmetrical about the arch-axis, 
so that the steel and the concrete at any section will have 
a common gravity axis. 

The cross-section at the crown reduced to its equivalent 
in concrete amounts to do(i+nao). Let so denote the stress in 
the concrete at the crown under central action of the resultant. 
The horizontal thrust produced by a load p over the full sp^an 
amounts to H = (ydo+g'+p) • ro, where g' is the dead load above 
the crown of the arch. Then 

{ydo+g^+p)'ro=do{i+nao)'So. 

109 
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Introducing the symbol 



7 =— 7— -73 



i+noo ' 



we obtain 



so — yro 



. . . . (92) 



This equation is identical with Eq. (82) for the crown thick- 
ness of a plain concrete arch of density 7'. 

If the thickness do is chosen to prevent excessive com- 
pression in the concrete at the most severely stressed section, 
we have to start with the relation 

/c= ^ — +~^ (where Z is the section modulus). 



HA« 



HA, 




>~* 



-jr_. 



Fig. 39. — Symmetrical 
Reinforcement. 



We assume that the tensile stresses 
in the critical section are so low (under 
150 lbs. per sq.in.) that the full section 
of the concrete may be considered act- 
ing and may be designed according to 
Phase I (page 9). Accordingly, if d 
is the depth of the section, oo the rein- 
forcement ratio, and h the distance be- 
tween the centers of gravity of the two 
layers of reinforcement (Fig. 39), we have 

A=d(i+nao); 



1= — d^+nood—; 
12 4 



.*. Z=--d^+nao—. 
6 2 



Assuming A = o.8srf, we may write approximately 



Z=ld^{i+2nao) =irf2(i+«a^.)2^ 
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so that we obtain 

. _Hi-sec<t) . 6M . V 

^'^d(i+naoyd^{i+naoy ^^^^ 

I. HiNGELESS Arch 

Let the thickness at the crown be denoted by do. Assume 
that the thickness increases gradually toward the abutments, 
about as the secant of the inclination of the sections, so that we 
may write d=do'sec <t>. We also have 

Hi = {ydo+g'+\pi)ro = (7^ +^2)^0. 

Assuming that the axis of the arch is conformed to the mean 
line of resistance, the greatest bending moment under a half- 
span load will be approximately 

M=—piP. 
100 

Solving Eq. (93), we obtain the following expression for the 
crown thickness analogous to Eq. (87) for the non-reinforced 
arch: 



2fc — yro\- \ W2^'rQ J 

where ro, /o, ^2 are delined by previous Eqs. (79), (80) and 

(86), and y = 7. 

i+nao 

From do, assuming the ratio of reinforcement, we can 

calculate the crown thickness 



or, assuming do, we can calculate the necessary ratio of rein- 
forcement Oo- 
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The cross-section will then be adequately reinforced for 
the compressive stresses. It remains to be tested whether the 
reinforcement thus calculated is sufficient also to take care of 
the tensile stresses. For the purpose of the preliminary pro- 
portioning of the sections we have to resort to a rough approx- 
imate method; the subsequent exact investigation of the 
maximum stresses at each section will determine whether any 
changes must be made in the thickness and reinforcement of 
the arch. 

With the entire section of the concrete effective, the two 
extreme fiber stresses will be: 

, 6M o . , Hi 
compression, /« = -yj^ ' cos^ *^ + X"' » 

, 6M o ^ Hi 

tension , J a = -ttz ' ^^^ ^~7j' 

The tension zone of the concrete will therefore have the height 

Jc+fct \2 I2M I 



L2 i2/>i-8ro/o J 



Hence, approximately. 



^=ri, (^^+^^) .^.sec^J(f. 

12 p\. /o J -^ 

The total tension to be provided for will then be 

r=i/..:.= ri-2^^±^ A'.sec^ J\ii4.,o.d.cos2 ^. 
2 L2 p\ /o J 2do^ 

If we specify that the concrete itself cannot take any tensile 
stress, so that the entire resistance to tension must be sup- 
plied by the steel, and if, with slight error, we assume that the 
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tension in the steel = T, then, with /, as the stress in the steel, 

we have 

T=^As'fs'^hao'd'fs, 

Equating this to the preceding expression for T, and solving 
for oo, we obtain 

00= U- (y<^+^^)^' .sec^ A^^-^os^ <!>' • • (96) 
L2 pi 'Jo J do^'Js 

As a rule, if the rise of the arch is not too high or the live 
load too heavy, this second condition (96) will yield smaller 
values for the required reinforcement than the first condition 

Eq. (95)- 

In the above, the stresses produced by temperature and 
loading in the sections near the abutments have not been con- 
sidered. These will require, in most cases, a greater thick- 
ness than that indicated by the rule of d = do'SQC 0, or else an 
increase in the reinforcement. 



2. Three-hinged Arch 

Formulae analogous to those derived above for the hinge- 
less arch may be estabUshed for the three-hinged arch. We 
again assimie that the axis of the arch has been made to con- 
form to the mean line of resistance, and proceed to find the thick- 
ness di at the middle of the haunches. As in the case of the 
hingeless arch, we obtain an expression identical with that for 
a non-reinforced arch (Eq. (90) ) : 

di cos (t)=di{i+nai) cos <l> 

Here go(=7<^+g') denotes the dead load at the crown. 

Since no additional stresses can be produced in three- 
hinged arches by temperature or yielding abutments, it will 
be proper to adopt a higher unit stress fc than in the hingeless 
arch. 
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The minimuin reinforcement (-4, = aidi) required to take 
care o( the tensile stresses is found in the same manner as in 
the hingeless arch, giving I 

„, = ll_i«?±M!.^.,ecJ'.iiL/*.. . . (^n 
L2 3 ^1 Jo J zdi -^ /, 

As before, thb value will usually be exceeded by the amount 
of reinforcement required for the compressive stresses as deter- 
mined by the ratio d/ : di. 



;er^^ 



3. Rigid Reinforcement Carrying Part of the Dej 
Load. (The Melan System.) 

If the arch-curve conforms to the correct line of pressure 
and the live load is not too great, only small tensile stresses 
will appear. Furthermore, since the maximum intensity of 
compression in the steel cannot exceed « = i5 times the value 
for concrete, or about 6000 to 7500 lbs. per sq.in., it is evident 
that the full strength of the steel cannot be utilized in the ordinary 
arches of reinforced concrete. This waste of strength may be 
avoided, however, by using self-supporting reinforcement (as 
in the Melan system), and hanging the forms on these steel 
reinforcing ribs; a portion of the dead weight of the structure 
is thus transferred directly to the steel, so that the latter 
receives a certain initial stress before the concrete is stressed 
at all. 

Let the arrangement of the centering be such that it car- 
ries only a fraction k of the total weight of the concrete arch, 
the balance {i—k) being transferred directly to the steel rein- 
forcing ribs by suspending the forms from the latter. We 
may then apply Eq. {94) for the hingeless arch or Eq. (97) 
for the three-hinged arch upon substituting in this case 



7' = — y and go' = k-ydf,+s' 

I +7100 

or, in general, substituting ky for 7. 



i 
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The required strength of the steel ribs is then estimated as 
follows: 

The weight of the construction suspended from the steel 
ribs produces a compressive stress//; if we assume that the 
Une of resistance for this loading also coincides with the arch- 
axis, we have 

^f__ (i—k)y'do'ro'sec <f> _ (i—k):y'ro 

As Go 

To this must be added the compression given to the steel as 
part of the composite arch. This cannot exceed n times the 
concrete stress /c, ox fj^ = n'fc* Consequently the total stress 
in the steel will be 



hence 



do 



(i-fe)7-ro , . 

^= f ^ r (99) 



Similarly, in the three-hinged arch, the area of reinforcement 
As = aidi at the thickest section di is given by 

^ _{ ^o-go)ro'Sec<t> ... 

ai{fs-n'fc) 

The steel stress /, in these formulae should not be taken 
greater than about 10,000 lbs. per sq.in., as the initial stress 
(fs—n-fc) must be kept down to a low value on account of the 
danger of buckUng of the steel ribs and the existence of bending 
stresses in addition to the axial stresses considered above. 

I. Example. (Fig. 40.)* — Highway bridge. Hingeless, reinforced 
concrete arch. Span /=ii3 ft., rise /= 12.75 ^t. Depth of stone filling 
above the crown = i ft. Relieving arches in the spandrels. 

The live load is assumed at the values p=20o lbs. per sq.ft. for full- 
span loading, #1=270 lbs. per sq.ft. for half-span loading. The crown 

* Taken from it ' " Einige neuere Brtickenausfiihrungen 

nach Bauweise Mc iin, 191 1. Wm. Ernst & Son. 
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thickness of the arch is assumed at a trial value of do=2 ft. From the 
preliminary layout, the total load at the crown is found to be 

9o=7^o+g'.+i/'=i56X2 + iioXi + ioo=522 lbs. per sq.ft.; 

at the ends, 

9i = 7^i+g'i+i/'=i56X3.3 + 505-fioo=ii2o lbs. per sq.ft. 
Hence, by Eq. (79), the radius of curvature at the crown is 



1/ ii2o\ 113 , 

6V 522/8Xi:.75 

and, by Eq. (80), the reduced arch-rise is 

2 

/o=T^^^=io.6ft. 

•^ 8X150 

We also have 

W2=g'+f/>i = 245 lbs. per sq.ft., 

cos^ <l> =0.95. 

Assuming a trial value of 2 per cent reinforcement (ao=.02), 

, 7 156 
y = = =120, 

1 + 15X.02 1.30 
7Vo= 120X150= 18,000. 

Specifying a compressive stress in the concrete of/c=425 lbs. per sq.in.= 
61,200 lbs. per sq.ft., Eq. (94) gives 

1 245X150 r / , 2X270X10.6(43200)095 "] 

do=- 2 1 ^+\/^+ =^ =2.64 ft. 

2 6t20o-i8oooL \ 245X150 J 

Retaining the trial value of the crown thickness, (/o=2.o ft., we find the 
coefficient of reinforcement 

I /2.64 \ 

ao= — I 1 1 = 2.1 per cent. 

iS\2.o / 

Hence the required sectional area of reinforcement for i ft. width of rib is 

As^2,i per cent of 2.0 sq.ft. = 6.i sq.in. 
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To provide for tensile stresses at the haunches, assuming the allowable 
tension in the steel /,= 10,000 lbs. per sq.in., the required reinforcement 
is found by Eq. (96) : 



[I _557.X2^64 1« 270 
2 270X10.6X0.95J ^ 



ro X 10.6 X 1 50 X0.95 

(^0= I '-:---- . — I : 2 = o» 

.64 X 10000X144 



i.e., there are no tensile stresses in this arch with the dimensions assumed 
above (except possibly at the springing), so that the compressive stresses 
alone govern the depth of rib and amount of reinforcement. 

If the arch is built with rigid reinforcement (Melan type) from which 
the forms are suspended in such manner that it sustains about one-third 
of the weight of the arch, we find that less reinforcement can be used with 
the same depth of rib as before. With (i — ife) = J and /,= 10,000 lbs. 
per sq.in., a minimum value for the required reinforcement is given by 
Eq. (99) : 

,^. . I 156X150 

Mmimmn 0©= ,-"~ - = 1.5 per cent. 

3 144(10000-15X425) 

We will try ao= i.6 per cent, so that 

/ 2 156 _ ,. . 

7 = : = o4 lbs. per cu.ft.; 

3 I +15X0.016 

7^0=84X150=12,600 lbs. per sq.ft.; 

/. — 7 Vo= 6 1, 200— 12,600=48,600 lbs. per sq.ft. 

Substituting the last value in Eq. (94), we obtain 



I 2 45X150 / 2X270X10.6X4860 0X0.95 

48600 L \ 245 'X 150 



Keeping the thickness d^=i.Q ft., we obtain 

I /2.46 \ 

Oo=— 1 1 = 1.53 percent; 

15 V 2.0 / 

and the required area of reinforcement for i ft. width of arch is 

-4*= 1-53X2.0X144 = 4-4 sq.in., 

or a saving of 30 per cent over the first design. 

It is thus apparent that the scheme of using a rigid, self-supporting rein- 
/ -^^^l^ Iq ijokich part of the weight of the structure is initially transferred 
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by suspending the falsework therefrom, results in a marked saving in the 
amount of the reinforcement through the fuller utilization of its strength. 

The above bridge was actually built with a crown thickness of 1.8 ft.; 
and with latticed reinforcing arches, spaced 3.3 ft. apart, having flange 
sections of 14.6 sq.ins., or 4.4 sq.ins. per ft. of width as determined above. 
The analysis of the stresses indicated a maximum compression in the 
concrete of 500 lbs. per sq.in. 

2. Example. (Design for a bridge in Switzerland.) — Three-hinged 
arch. Span 200 ft., rise 40 ft. The roadway is carried on plate girders 
resting on reinforced concrete piers. A street railway is to be carried over 
the bridge. Accordingly the following live loads are assumed: 

for full-span loading, ^=270 lbs. per sq.ft. 
for half-span loading, ^1 = 300 lbs. per sq.ft. 

For trial values, we take the thickness at the crown as 2.6 ft. and the 
depth of filling as i.o ft.; so that the dead load at the crown is 

go= 2.6X156-1-1.0X110= 515 lbs. per sq.ft. 

With the results of a preliminary estimate of the dead loads and with 
a load \p over the whole span, the resistance curve was determined for 
the arch, and the radius of curvature at the crown was found to be 
ro=i62 ft. 

The compressive resistance of the concrete is assumed at fc= 570 lbs. 
per sq.in., with n=io. (Swiss specifications.) The allowable steel stress 
is/, = 14,000 lbs. per sq.in. 

One-half the weight of the arch was suspended from the self-support- 
ing steel arches used as reinforcement. Consequently go' =go— 203 = 312 
lbs. per sq.ft. 



Substituting 



cos^ <^= 0.864; 
COS <i>= 0.93; 



Eq. (97) gives 



^, I 462Xi62r , / . 3 X300 X30.8X 570X144X0.864 ] ,. 

diC0s4>= — i+\/i+ :=i 7 =3-9". 

2 570X144L ^ 462 X162 J 

Hence 



2 o 
di=(i-\-nai)di=—^—=4.2 ft. 

0.93 
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Choosing ^i = 3-9ft., 

I /A' \ 
wennd fli="~(3 — 1 1=0.75 per cent. 

io\di I 

In consideration of the steel stresses, however, we will make 

(2i = i.i6 per cent; 

hence Eq. (100) may be written 

203 X 162 

— — r = o.oi 16, 

3.9(/,— 10X570) X 144X0.93 

giving the maximum compression in the steel 

/",= 11,100 lbs. per sq.in. 

The maximum tension in the steel is found approximately by substituting 
^o'inEq. (98), giving 

/»=Q250 lbs. per sq.in. 

If the steel arches were made lighter, corresponding to the percentage of 
reinforcement (0.75) determined above, the steel stresses given by Eqs, 
(98) and (100) would amount to about 14,000 lbs. per sq.in. for both 
tension and compression. It does not appear advisable to allow the 
compression to attain this value, since the corresponding initial stress 
from the suspended construction would be 14,000—5700=8300 lbs, per 
sq.in., a value at which the danger of buckling is too great. 

The adopted proportions, (^1=3.9 ft. and ai= 1.16 per cent, i.e., ^,=6.5 
sq.in. per ft. of width, may accordingly be considered proper and used as 
a basis for the further study of the design. 



CHAPTER XIV 



CALCULATING THE STRESSES IN AN ARCH 



I 



Any arch of masonry or reinforced concrete proportioned 
tentatively according to the foregoing suggestions or by empir- 
ical rules should undergo a more rigorous investigation of the 
stresses according to the theory of the elastic arch (Chapters 
■I to IX) in order to make sure that the stresses are within 
the prescribed limits or to show where the sections require 
strengthening. 

Such investigation should include the effects of dead load, 
live load and the secondary stresses producible by variation 
of temperature or other disturbing influences. 

With respect to the live load, it is quite sufficient in the case 
of smaller arches or in less exacting designs to consider only 
two cases of loading: full load, and load on one-half of the 
span, thus obtaining the maximum stresses at the crown and 
approximately at the haunches and springing. The stresses 
at any section should always be determined from the cal- 
culated values of the bending moment and axial thrust and not 
merely by drawing the line of resistance, since the accuracy 
of the graphic construction of the latter is insufficient for the 
determination of the stresses. 

In the more thorough investigation of arches carrying 
heavier live loads, the stresses should be found for a series of 
sections with the most unfavorable condition of loading 
assumed for each. For this purpose the method of influence- 
lines can be applied with advantage, affording sufficient accu- 
racy even with a purely graphic procedure; furthermore, with- 
out materially increasing the labor, this method enables the 
live load to be treated as a train of concentrations instead of 
replacing it by an equivalent uniform load. 
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The influence-lines for the bending moments and axial 
thrusts are easily determined in the case of a statically deter- 
minate three-hinged arch (Chapter III). The hingeless arch 
of masonry or concrete, according to the modem view, should 
be treated as an elastic rib with fixed ends, so that the methods 
of Chapter IV may bej applied. 

The calculation of the stresses in an arch is best performed 
separately: i, for the dead loads; 2, for the live loads, assum- 
ing for each section the two severest conditions of loading 
producing the maximum positive and negative moments about 
the gravity axis; and 3, for the effect of temperature. 

The dead load stresses may be found either analytically 
or by the use of influence lines. An exclusively analytical 
treatment for the investigation of the live load stresses is too 
laborious to carry out unless but two conditions of loading 
(half-span and full-span) are considered. 

From the axial thrusts and moment^, the fiber stresses in 
the sections are calculated in the well-known manner (Chapter 
II). These are arranged in tabular form and, by proper sum- 
mation, the maximimi stresses producible by dead load, live 
load and temperature are found. 

The stresses in a reinforced concrete arch are generally 
calculated on the basis of Phase I, i.e., on the assimiption that 
the full cross-section of the concrete is effective with a uniform 
coeflScient of elasticity. For those cross-sections in which 
this method indicates tension in the concrete exceeding about 
150 lbs. per sq.in., the stresses must be corrected by applying 
the method of Phase II. For this purpose we use Eq. (7) 
with m=o or ^=0.4. The assumption w=o yields somewhat 
excessive values for the compression in the concrete and the 
tension in the steel. 

For further information, the reader is referred to the appen- 
dix, which gives examples of the design and investigation of the 
stresses in arch bridges. 

The reinforcement in an arch is usually disposed symmetrically 
about the axis and with uniform section throughout the arch. 
But if the arch has large bending moments with relatively 
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small axial thrusts, as is the case in arches of large rise-ratio, 
large ratio of live to dead load or, particularly when the arch 
does not conform to the mean line of resistance, a variation 
in the reinforcement becomes necessary. In such case we may 
use an approximate, direct method for proportioning the rein- 
forcement; namely, after deducting the small stress due to the 
axial thrust from the total allowable compression in the con- 
crete, we determine the necessary steel areas from the formulae 
for pure bending in doubly reinforced beams. 

If Ml and If 2, the extreme values of the bending moment 
about the axis of any section, have opposite signs, and the 
axial thrust is small, a double reinforcement will be required. 
Substituting 

As' = a''d = section of steel on tension side, 
^," = a" •(/ = section of steel on compression side, 

where a' and a" are the respective ratios of reinforcement, 
and assuming that the steel is arranged in layers at distances 
of o.id from the upper and lower faces of the concrete, respect- 
ively, we find, with »=£,:£« = 15, the following value for the 
moment of inertia of the ejBfective section per unit width of 
rib: 

I = 5[{o,g—x)(2.T—x)a'+{x—o,i){x—o.$)a'']'(iP=i'(Py 

where 

x=-l5(a'+a'') + ^jT~s\a'+a'y+3o{o.ga'+o,la'') 

fixes the distance of the neutral axis from the extreme com- 
pression fiber as a fraction of the total depth of rib. 

If fe and/, are the working stresses for concrete (in compres- 
sion) and steel (in tension), the resisting moment of the section 
is 

• 

M=- •(P-fc=m-d^-fc, 

X 



or 



M=—^ — d^ .k^—L^,Ji^.d^.f,=fn''d^'fc. 
0.9— a; 15 0.9— oc 15/c 
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The coefficients m and m\ i.e., the resisting moments 
unit fiber stress for a slab of thickness d = i, depend only upon' 
the percentages of reinforcement a' and a". If these quanti- 
ties are laid off on p. pair of coordinate axes, the quantities m 
and m' will be represented by a series of curves; Melan has 
thus constructed a graphic chart for giving the above coefficients 
directly (Plate I).* The curves for m' are nearly straight, 
parallel lines and their intersections with the corresponding, 
»i-curves lie on a straight line whose position and 
tion depend upon the ratio of /, :fc. The chart is drai 
for/. :/< = 30. 

The chart proves particularly useful in designing the 
forcement for sections subjected to reversal of moments. 
these extreme moments be Mi^mitPfe and Ms^ —m2d% 

If the curve m-j is drawn in the chart with the coordinate 
axes interchanged, its intersection with Wi determines the 
percentages of reinforcement (see 
Fig. 41). Three different cases may 
thus occur. The two curves may 
intersect each other in the portioi 
m', or in the portions m, or tliel 
wj-branch of one curve may inter- 
sect the ffl'-branch of the other. 
In the first case, if the percentage 
of the reinforcement is fixed ac- 
cording to the intersection-point of 
the two curves, the steel will be 
stressed to the limit while the con- 
crete remains understressed. In the 
second case, the strength of the con- 
crete is fully utilized, but that of the steel is not exhausted. 
In the third case, if, for instance, nii intersects m2', for one 
extreme moment Mi the concrete is stressed to the limit, for 
the other extreme moment M2 the steel is stressed to the 



• Mdan: " HElfstafcl zur Berechnung doppelt 
und GewOlbe."— Techn. BlatCer, Prague, 1907- Also 
Betonbau," vol. 1, p. ^tti. 
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In cases 2 and 3, however, the percentages of reinforcement 
given by the points of intersection do not constitute the mini- 
mum requirements of steel (with the depth d fixed), but the 
quantity of metal necessary may be reduced by moving along 
the »(-curve corresponding to the larger moment toward the 
line marked RR; this being the locus of points at which the 
curves have tangents at a slope of 45°, i.e., the points at which 
(a'-|-a") = a minimum. In all such cases, the most economic 
design is afforded by an upper and a lower reinforcement of 
approximately equal amounts. 

The curves of the above chart may be transferred to tracing 
cloth, and this copy may be laid reversed upon the chart in 
order to obtain a solution for all possible cases. (In Plate i 
the reversed curves have been inserted in red to facilitate the 
use of the chart. This chart is useful for designing reinforced 
concrete beams and slabs, as well as arch-ribs.) 

Arches in which the various sections are very unequally 
stressed, will, in an economical design, receive a varying rein- 
forcement. The area of steel is varied by adding or omitting 
some of the reinforcing bars; but care should be taken that the 
bars are extended beyond the sections at which they are re- 
quired for a sufficient length to develop the necessary adhesion. 
This length is determined, for circular bars of diameter d, by the 
famihar relation 



where/, is the intensity of stress in the steel and u is the allow- 
able shear intensity between the steel and the concrete. 

Example. — In an arch rib of i ft. depth, the extreme moments (per 

I fl. width) at the most severely stressed section are Mi = 14,880 ft. -lbs. 

, and M,= -9720 ft.-lbs. The axial thrusts corresponding to the two cases 

I of loading amount to 9500 lbs. and 8100 lbs. respectively, so that the 

I stresses from this source, taking the steel into account, scarcely amount 

1 so lbs- per sq.in. We deduct thb from the allowable compression 

1 concrete (assumed at 500 lbs. per sq.in.) and therefore use /c=4S0 in 
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the calculations. Let the allowable stress in the steel be /,= 13,500=30/0. 
We then have 

14880 14880 

i»i=— 7:— -~ = =0.23, 

d^'Jc 144X450 



and 



0720 
mt= — =0.15. 

144X450 



For the point of intersection of these two curves we find from the 
chart (Plate I) 

a' =2. 1 1 and a" =0.623. 

These percentages of reinforcement correspond to a ratio of /« I /c= 14.36 
by curve mi, and to a ratio of /, : /c= 45.78 by curve W- The stresses 
are therefore: (lbs. per sq.in). 

in the concrete, uppermost fiber, 450, 

in the concrete, lowest fiber, — = 295, 

45-78 

in the upper reinforcement, 13500, 

in the lower reinforcement, 14.36X450=6460. 

If, however, the percentages are chosen on the curve ^1=0.23 nearer 
to the optimum line RR^ so that both of the reinforcements are equal in 
amount, then a' = a" =1.16 per cent and the stresses produced by Mi 
are 

in the concrete, uppermost fiber, 450, 

in the lower reinforcement, 25.07 X45o= 11,290. 

The stresses produced by M% will bear to these the ratio — ^-=— — =0.65, 

Ml 0.23 

and will therefore be 

in the concrete, lowest fiber, 0.65 X45o= 292, 
in the upper reinforcement, 0.65 X 11,290= 7340. 

Whereas in the first case the total steel reinforcement was 2.1 1 +0.62 = 2.73 
per cent, in the second case it is only 2X1.16=2.32 per cent. The sym- 
metrical reinforcing thus results in a saving of material and the resist- 
ances of the steel in the upper and lower layers are more equally utilized. 
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At another section of the same arch, the effective moments wer 

Afi= 10368 ft.-lbs. and Af2=— 8400 ft.-lbs.; hence, Wi= =0.16 

144X450 

8400 
and nh= =0.13. These two curves intersect at a point whose 

144X450 
coordinates are a' =0.61 5 and a" =0.53 7 per cent. A reduction in the 

amount of steel is here impossible since the steel in both reinforcements 

is already stressed to 13,500 lbs. per sq.in. 

Choosing, for the reinforcement, round rods of i in. diameter, there 

will be required, in the first section considered, 8 rods (per foot) on each 

side of the axis; at the other section, there are needed 5 rods below and 

4 above the neutral axis. 



EXAMPLES 



I. DESIGN OF AN ARCH BY THE ANALYTIC METHOD. REIN- 
FORCED CONCRETE ARCH— MELAN TYPE (POLCEVERA 
BRIDGE AT GENOA.) 

The five arch spans of this bridge, separated by strong, deep piers, 
have a dear span of 69 ft. and a rise of 7.5 ft. The radial depth is 1.48 

ft. at the crown and 2.6 
ft. at the ends. The re- 
inforcement consists of 
braced arch ribs spaced 
3.3 ft. apart, whose 
chords are formed of 
two angles 2jX3ixA 
ins. in cross-section. 
For the purpose of 

Fig. 42.— Design of an Arch by the Analytic Method, the design, the half of 

the arch is divided into 
six segments of equal length, Aj=6.o ft. The points of division on the 
arch-axis are numbered from o at the crown to 6 at the end. The coor- 
dinates of these points, x and y, measured from the crown, also the depth 
d and the sectional quantities A and /, are contained in the following 
table. (See Fig. 42.) 

Dimensional Quantities (per ft. width) 
(All units reduced to ft. and lbs.) 
Depth of rib = d. Depth of steel ribs = J— o. 26 

Section of concrete =i4c= i -d 
Section of steel = i4s=o.oi6 /» 




/c=TVi-rf» 



A=Ac-{-iS'Ai I^Ic+iS'It 



Point. 




o 
o 
1.48 
o 
I 
1.48 
.24 
1.72 
.270 
.072 
.342 



6.00 
0.16 
1.48 
.056 
.998 
1.48 

.24 
1 .72 
.270 
.072 
•342 



12.00 
0.68 
1.48 
.117 

•993 
1.48 

.24 

1.72 

.270 

.072 

.342 



17.98 

1-57 

1.48 
.187 
.982 

1.48 
.24 

1 .72 
.270 
.072 
•342 



23.8s 
2.92 
1.60 
.268 

.963 
1.60 

.24 

1.84 

•342 
.091 

.433 



29.56 

4.79 
1.97 

.364 

•931 
1.97 

.24 

2.21 

.634 
.149 

.783 



35 

7 
2 



00 
28 

59 

447 

894 

59 

24 

83 

442 

293 
735 
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CALCULATION OF THE COEFFICIENTS a, /3, <i>, €, OF EQS. (19). 



Point. 



l//.., 

^/.•. 
///•• 

A ' 



•*- 



A 
sin <f> cos 






I 


2 


3 


4 


5 


2.92 


2.92 


2.92 


2.92 


2.31 


1.28 





0.48 


2.00 


4.60 


6.74 


6.10 





0.08 


1-35 


7.22 


19.66 


29 .20 





106 


422 


946 


1310 


II09 





.002 


.008 


.020 


•039 


.060 


.580 


.579 


•574 


.562 


.504 


•393 





.032 


.068 


.107 


.140 


•153 



0.58 

4.20 
30.60 

703 



.071 



.283 



.141 



By the formulae (19) we then obtain, 



/9= 227.8 ft.-*; 
a=— 66.4 ft.-*; 
<^ = 42.44 ft.-*; 
€=12812 ft.-*. 



L EFFECT OF DEAD LOAD 
(o) The Arch Proper. (Density of the Reinforced Concrete=i5o) 



Point. 






I 


2 


3 


4 


5 


1.48 


1.48 


1.48 


1.48 


1.60 


1.97 



2.59 



As 

Weight of rib, P' 



6.00 


6.00 


6.00 


6.00 


6.00 


6.00 


1330 


1330 


1330 


1388 


1610 


2010 


30 


9.0 


I5-0 


20.9 


26.8 


32.4 



I 



sin <t> ' cos <t> 



(Pl+. . .Pm) 






3990 


15960 


35810 


63240 


98500 





II660 


46700 


104750 


146000 


125800 





1900 


31920 


165000 


427000 


601000 





43 


180 


426 


753 


107s 



14 1 800 
81700 

595000 

1276 
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Hence, by Eqs. (ao), 



I ^1= -4,584,400+9^00= -4,S7S.ii 
l-l. = 1435.900 lbs./ft.' 



The equations of condition (18) then become 



Hence we obtain 



■4,575,100+227.8^-66.43/, =0, 
1435,900— 66.4^+43,443/0=0. 



ff'-i8,740lbs., 
if.'= -4,460 ft.-lbs. 



(i) Dead Load 



E Spahdbbl Felling. (Dbnsitv=ii») 



981.15 1.64 2.53 3. 



724 951 
3.099.25 



y/l-m".. 



9,065 


22,760 


46,340 


83,500 


26,500 


66,600 


106,800 




.8,130 


104,800 


312,000 


509,200 


.10 


330 


730 


1,280 



Hence, by Eqs. (20), 



-3,698,000+10,000= -3,688,000 lbs./ft.' 
1,063,000 lbs./ft.' 
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The equations of condition (i8) then become 



Hence 



— 3,688,ooo+227.8£r— 66.4Afo =o, 
1,063,000— 66.4^+42.443/0=0. 



^"=16,300 lbs., 
Jlfo"=48oft.-lbs. 



It is assumed that, by a partial suspension of the falsework from the 
steel ribs, at least one-third of the weight of the arch proper is carried 
directly by the reinforcement. Hence, with the total dead-weight acting, 
the concrete-steel arch will be subjected to the following: 

at the crown : iH'+H" and JMo'+Mo", 

at any point m : N={IH'+H") cos <^m+[!(Pi+ . . . Pm) 

+(Pi"+. . . Pm")l-sin<^m 

Jf=(§Jlf6'+W)-(l^'+^")ym+(fMo'+ilfo"). 

These values are calculated in the following table: 



Point. 





I 


2 


3 


4 


S 

26,800 

4,720 

31,520 

+8,420 


6 


(|sP'+SP")sin<^. 

N (lbs.) 

M (ft.-lbs.) 


28,790 


28,780 
-2,500 


28,700 

90 

28,700 

— 2,520 


28,600 

400 

29,000 

-2,250 


28,270 
1,070 

29,340 
— 1,160 


27,700 

2,350 
30,050 

+ 1,875 


25,740 

8,350 

34,090 

+ 20,150 



DEAD LOAD FIBER STRESSES 



(a) Concrete 
N M d 



N 

A" 
Md 
I '2 

Sc 



Point. 



(lbs./in.2) 



upper fiber 
lower fiber. 






I 


3 


3 


4 


5 


116 


117 


117 


119 


"3 


99 


- 38 


- 37 


- 34 


- 17 


24 


73 


154 

78 


154 
80 


151 
83 


136 
102 


89 
137 


26 
172 



84 



104 
— 20 

188 
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(b) Steel 

The steel rib first takes up one-third of the weight of the arch. The 
stresses thus produced may be calculated with sufficient accuracy by 



HerCy 



' N'^H' cos ^+(Pi+ . . . Pm') sin ^, 
M'=Mt'-H\y+Mo[, 



To this initial stress /«' must be added the stress 



.-jf-fg-..)], 



/. 



wherein N and M must be substituted from a preceding table. 



Point. 

H'-cos 

(Pi'+. .. P„,')sin0 

N' (lbs.) 

M' (ft.-lbs.) 

^ (lbs./in.«) 

M' (d \ 

/ ' A^^A flower fiber 

* \in.V t upper fiber 

N/A 

f(^••3) 

„ /lbs.\ I upper fiber 

"^» \in.V llower fiber 

/ _/../// /upper fiber 

Js-Js -^Js \iower fiber 






I 


2 


3 


4 


5 


6 


18,740 



18.740 
- 4.470 


18.700 

70 
18.770 

- 3.S50 


18,590 
310 

18.900 
— 1. 160 


18,400 

740 

19.140 

+ 1.850 


18.050 
1.440 

19.490 
+ 4.070 


17.450 
2,540 

19.990 
+ 4.050 


16,750 
4.040 

20,790 
+ 900 


8.150 


8,160 


8.210 


8,310 


8.490 


8,700 


9.330 


— 3.880 


- 3.070 


— 1,010 


+ 1.610 


+ 3.160 


+ 2.380 


+ 370 


4.010 
X.422 

116 


3.740 

1,690 

117 


3.070 

2.400 

118 


2.230 

3.310 

119 


1.780 

3.880 

114 


2,110 

3.690 

99 


3.990 

3.230 

84 


-31 


-30 


-27 


-14 


20 


63 


93 


2.205 
1.275 


2.205 
1.305 


2,175 
1.36s 


1.995 

1.575 


1. 4 10 
2,010 


540 
2.430 


- I3S 
2,65 s 


6,215 
2,697 


5945 
2,995 


5.245 
3.76s 


4.225 
4.885 


3.190 
5.890 


2,650 
6.120 


2,85s 
5.88s 



II. FULL SPAN LOAD OF 305 LBS./FT.* 
(Prescribed Loading) 



Point. 
X 

aw=j-305-«* 

m/i 

y/i-m 

sin0'cos<^ ^p , p V 

A 






I 


2 


3 


4 


5 





6.00 


12.00 


17.98 


23.85 


29.56 





5,500 


22,100 


49,800 


87,500 


134,000 





16,050 


65,000 


145,800 


202,400 


170,550 





2,670 


44,200 


229,000 


592,000 


818,000 





60 


250 


590 


1,035 


1,410 



35.00 
188,000 

108,000 
786,000 

1,545 
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Hence 



Ai= —6,257,100+12,400= —6,234,700, 
^8=1,970,000. 



The equations of condition (18) are then 



— 6,234,700 +227. 8£r— 66.4^/0 =0, 
1,972,400—66.4^ +42.44Mo=o. 



These yield 



^=26,500 lbs., 
Mo= —3000 ft. -lbs. 



Point. 

H-cos4> 

(Pi+. . . Pm)sin0.. 
N (lbs.) 

N/A 

M/I'd/2 

Upper fiber 

Lower fiber 

Upper fiber 

Lower fiber 






I 


2 


3 


4 


5 


26,500 


26,450 


26,300 


26,050 


25,550 


24,700 





100 


430 


1,030 


1,960 


3,300 


26,500 


26,550 


26,730 


27,080 


27,510 


28,000 


-3,000 


— 1,800 


+ 1,210 


+4,950 


+6,980 


+4,100 


107 


108 


108 


IIO 


103 


88 


- 45 


- 27 


+ 19 


74 


90 


36 



23,700 

4,810 

28,510 

—7,680 

70 
— 40 



Stresses in the Concrete 



152 


135 


89 


36 


13 


52 


IIO 


62 


81 


127 


184 


193 


124 


30 



Stresses in the Steel 



2,160 

1,050 


1,950 
1,280 


1,380 

1,860 


725 
2,560 


425 

2,660 


850 
1,770 



1,580 
510 
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III. HALF-SPAN LOADED WITH 305 LBS./FT* 



H and Mo receive one-half the values produced by a full-span load, i.e., 

£r= J • (26,500) = 13,250 lbs., 
Mq=—\{^ooo) = — 1500 ft .-lbs. 

To determine S, we use the third of the Eqs. (18). The coefficient 
At is calculated from the following values: 



Point. 







I 


2 


3 


f 
1 

4 5 


6 


a»* 


57,600 


780,000 


2,620,000 


4,820,000 


5,040,000 


3,780,000 


■"'/ 



Hence ^2=— i(45,850,ooo) = — 22,925,000 

— 22,925,000-1-12,8125=0, .*. 5=1790 lbs. 

For the haded side: 

M^Mb-H^yS'X+Moy iV=-ff.cos ^-hC^i+Pj-f- . . . Pm -5) sin 0. 



Point. 



Ml, 

H-y 

S'X 

Mo 

M 

H*cosfl> 

(SP-5)sin0 
N 






I 


2 





5,540 


22,150 





2,180 


8,950 





10,740 


21,460 


- 1,500 


— 1,500 


— 1,500 


— 1,500 


- 8,880 


- 9,760 


13,250 


13,225 


13,150 





3 


225 


13,250 


13,228 


13,375 



49,470 

20,900 

32,150 
1,500 

• 4,810 

13,025 
698 

13,723 



1 

4 

1 


s 


87,440 


134,340 


' 38,750 


63,600 


42,600 


52,800 


- 1,500 


- 1,500 


— 4,590 


+16,440 


12,775 


12,350 


1,485 


2,650 


14,260 


15,000 



188,300 

96,500 

62,510 

— 1,500 

+27,790 

11,850 

4,015 

15,865 



For the unloaded side: 



M= -H-y-{-S'X-\-Moy N=H 'COS <^+5.sin 0. 



Point. 





I 


2 


3 


4 


5 


6 


M 


— 1,500 
13,250 


+ 7,060 
13,330 


+11,010 
13,360 


+ 9,750 
13,350 


+ 2,350 
13,250 


— 12,300 
12,990 


-35,490 
12,650 
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H 

n 

H 
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IV. SPECIAL LOADING WITH ROAD-ROLLER 

The special loading consists of an ii-ton axle load (=22,000 lbs.) 

placed at the crown, and a uniform load of 122 lbs. per sq.ft. over the 

remainder of the span. It is assumed that the weight of the axle load 

is distributed over a width of 4 ft. and a length of 2.25 ft. Hence the 

22000 

intensity of the loading at the crown is =2444 lbs. /ft.*. Deduct- 

4X2.25 

ing the full-span load of 122 lbs. /ft.*, there remains at the crown a special 

load of 2322 lbs./ ft.* for a length of 2.25 ft. 

The resultant stresses are determined by reducing the values obtained 

122 
for the full-span load of 305 Ibs./ft.* (under II) in the ratio =0.4, and 

30s 
then adding in the effect of the crown load of 2.25X2322 = 5225 lbs. 
The latter stresses are calculated as follows: 
Load for one-half the span, at the crown, 

^=5*5225=2612 lbs.; a=o.56 ft. 



Point. 





I 


2 


3 


4 


5 


6 


gj? 







14,440 

42,300 

6,940 


30,400 

89,000 
60,200 


46,300 
135,500 

214,000 


61,900 
143,100 
418,200 


77,100 

97,900 

470,000 


91,500 

52,400 

382,000 


Wl/I '. 

m^y/i 



Hence 



^1= — '4,102,600-^4600= —4,098,000, 
Az= 1,620,000 lbs. /ft.' 



Consequently, by Eqs. (18), 

—4,098,000-1-227.8^—66.43/0 =0, 
1,620,000— 66. 4^ -f 42.44^/0=0. 

Affixing the subscript {p) for the effect of the concentration P, we then 
obtain 

Hp— 12,600 lbs.; Mo,p= — 18,440 ft.-lbs. 
Adding to this the effect of the full-span load, 

o.4£r(305) = 10,600 lbs., 0.4 Mo, (305) = — 1 200, 



( 
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we obtain the resultant values 



H= 23,200 lbs. and Mq— — 19,640 ft. -lbs. 



Point. 



Mb ~^p 'V +Mf^p... . 

O-4Af(305) 

M (ft.-lbs.) 

Hp'cos +P 'sin . . 



0-4^^(305) 
N 



(lbs.) 






I 


2 


3 


4 


5 


-18,440 


— 6,020 


+ 3.500 


+ 8,050 


+ 2,480 


- 1,790 


— 1,200 


— 720 


+ 480 


+ 1,980 


+ 2,790 


+ 1,640 


-19.640 


- 6.740 


+ 3.980 


+10,030 


+ S.270 


- ISO 


12,600 


12,740 


12,830 


12,860 


12,850 


12,700 


10,600 


10,620 


10,690 


10,830 


11.000 


11,200 


23.200 


23.360 


23.520 


23.690 


23.850 


23,900 



18.600 

3.070 

21,670 
12,460 

11,400 

23.860 



Stresses in the Concrete 



Point. 



N/A, 
Md 
I '2 



upper fiber, 
lower fiber . 



'•{ 



upper fiber , 
lower fiber . 






I 


2 


3 


4 


5 


94 


94 


95 


96 


90 


.75 


- 294 


— lOI 


+ 60 


+ 151 


+ 68 


— I 


388 


195 


35 


- 55 


22 


76 


— 200 


7 


155 


247 


158 


74 



Stresses 


IN THE 


Steel 






5040 


2660 


680 


— 430 


500 


1140 


— 2220 


170 


2180 


3290 


2200 


mo 



58 
112 

170 

54 



1520 
— 630 



V. EFFECTS OF TEMPERATURE 
The horizontal thrust produced by a temperature change of T° is 



3 Eo^Tl 4> 

2 As ^<t>—a^ 



The crown-moment 



a 



4> 



Here w denotes the coefficient of linear expansion, As the length of each 
division of the arch, /3, a, 0, the arch-constants defined by Eqs. (19) and 
calculated above, and E the coefficient of elasticity of the concrete. 

Substituting £=2,000,000 lbs. per sq.in., w=o.ooooo68, r= d=26°F, 
£wr= 51,000 lbs./ft.2, we obtain 



Ht^ 



Mqji— 



3 51000X70 



42.44 



2 6 

664 
42.44 



227.8 X42.44-66.4.'l 



= 7200 lbs. 
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We then obtain the moments and axial thrusts at the individual sections 
by the relations: 

lf=-£r<.y+lfo, 



Point. 





I 


2 


3 


4 


5 


6 


J/i...(ft.-lbs.) 
Nt (lbs.) 


+11,230 
7,200 


+10,050 
7»i8o 


+6,370 
7,150 


- 95 
7,060 


—9,800 
6,740 


-23,300 
6,700 


—41,200 
6,420 


^/-••ffe) 


29 


29 


29 


29 


26 


21 


16 


M d /lbs.\ 
/ '2 Ain.V 


169 


151 


96 


— I 


— 126 


— 202 


— 212 



. f upper... 
^ \ lower. . . 



Stresses in the Concrete por r= ±26** F. 



T 140 


T 122 


=F 67 


±. 


30 


=fc 152 


=fc 


223 


db 198 


db 180 


± 125 


=b 


28 


T 100 


=F 


181 



228 
196 



/, r upper.. 
•^ \ lower. . 



Stresses in the Steel for r= ±26° F. 



=F2,250 

±2,520 



T1420 
±2,300 



=^ 750 
±1,610 



± 480 
± 410 



±1,980 
Ti,i8o 



2,950 
2,330 



3,100 
2,620 



(Fiber stresses in lbs. per sq.in.; —denotes tension.) 

Combining the effects of dead load, live load and temperature, we 
obtain: 



Total Stresses in the Concrete 



Point. 




154 
78 
306 
140 
230 
no 

230 

no 

542 
— 122 
T140 
±198 


I 


2 

151 

83 
240 

210 

351 

- 9 

40 

302 

186 

238 

=F 67 

±125 


3 

136 
102 
172 
286 
263 

85 

43 

303 

81 

349 
± 30 
± 28 


4 


5 


6 


^'-^••••^ {Efit; 

FuUloadof30slbs./ft..{-Prfi£ 
Right half loaded with J upper fiber 

305 Ibs./f t.* \ lower fiber 

Left half loaded with J upper fiber 

305 Ibs./ft.* \ lower fiber 

Road-roller (ii-ton)+ J upper fiber 

122 Ibs./ft.* total . . . \ lower fiber 

Temperature effect . . . { "^^^H^^l 


154 
80 

287 
161 

340 


102 
240 

349 

87 

T122 

±180 


89 

137 
102 

330 

84 
250 

108 

218 

in 

295 
±152 
Tioo 


26 
172 

78 

300 

- 68 

360 

164 

106 

102 

246 

±223 

=Fi8i 


— 20 

188 

90 

218 

-124 
370 
194 

36 

150 

134 

±228 

=Fi96 
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The maximum stresses occur: 

I. At the crown, under the action of the ii-ton axle load with 122 
lbs. per sq.ft. over the whole span and maximum fall of temperature. 



A mia= 542+140=682 lbs. per sq.in (compression in upper fiber), 
/c. mm = — 122— 198= —320 lbs. per sq.in. (tension in lower fiber). 



This large tension in the concrete shows the above method of calcula- 
tion to be incorrect for this section. We must therefore compute the 
stresses on the second assumption (Phase II) by which the tensile resist- 
ance of the concrete is discounted. The resulting forces acting on the crown 
section are: 



From the dead load 
From the live load. . 
From temperature. 



M, ft.-lbs. 


N,lbs. 


- 2,500 
— 19,640 

— 11,230 


28,780 

23,200 

- 7,200 


^=-33,370 


iV= 44,780 



Hence 



M 33370 _^^,^.. 



Referring back to Chapter II, we write Eet= 0.4 -Ecp, hence ^=0.4. 
Substituting this value, also ^=1.48 and 7 = 0.5 d, in Eq. (7), we obtain 
the following equation for determining the distance x of the neutral axis 
from the compression fiber: 

a;*H-o;oi6a;'+6.i7x— 6.36=0. 



Hence 



a; =0.909 ft. 



Eq. (7a) then gives 



44780= [K0.909*— 0.4 Xo.57*)i728+i728Xo.24Xo.i7]/« 
/. /„=r:66.6 lbs. per sq.in. (at i in. from neutral axis), 

and the maximtmi compression in the concrete become^ 



/c«o.909Xi2X66.6=726 Ibs./sq. in.; 
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the maximum tension in the concrete: 



fa =0.4 X0.57 X 12 X66.6 = 181 lbs./sq.in. 



The maximum stresses in the steel become: 



Compression, /,p= 15 X9".34X 66.6 +4010= 13350. 
Tension, /k = — I5X5".24X66.6+I422=— 3820. 



If we completely neglect the tensile resistance of the concrete, hence 
substituting w=o in Eq. (7), the stress in the concrete increases to 824 
lbs. per sq.in.; the compression in the steel to 14,200; the tension to 
8440 lbs. per sq.in. 

Actually, however, the above stresses will hardly occur, since the 
effect of the axle load has been too severely figured. The 11 -ton con- 
centration has been considered as covering a width of only 4 ft.; but, 
as the width of the roadway, 49 ft., cannot accommodate more than 
seven wagons or road-rollers, the 11 -ton load will actually cover a width of 

¥=7 ft. 

2. At the ends, the maximum stresses occur with one-half of the span 
covered with 305 Ibs./sq.ft. and the greatest fall in temperature. We 
first obtain, on the basis of Phase I, 



/max =3 70 +196 =566 lbs. /in.* (compression in lower fiber), 
/min = — 124— 228= —352 Ibs./in.* (tension in upper fiber). 



In this case, as before, we should discount the tensile resistance of the 
concrete in order to obtain the stresses more correctly. We proceed as 
follows: 

We have 





M, ft.-lbs. 


N, ft.-lbs. 




From the dead load 


+20,150 
+27,790 
+41,200 


34,090 

15,865 

— 6,4.20 


i 


From the live load 




From the temoerature 






*',*T*^*' 


M= +89,140 


^=43,535 



hence 



89140 . 

/>n=^-^=2.o5ft. 

43535 



The section of the reinforcemeDt at the ends, strengthened by the addi- 
tion of a 7ixi-in. cover plate, gives 15^1=0.426 sq.ft., 15/1=0.547; 
with these values and m=o.4, Eq. (7) becomes 

a:^+2.25a^-|-J9.i)2«-so.i8=o 
.-. *=l.4»4ft. 
Consequently, by Eq. {7a) 

43,53S=[iCM^'-<'-4Xr:i66')i728-|-i728Xo.426Xo.i2t)l/„ 
■"■ /«=3i-6 lbs./in.> at 1 in. from axis. 
The maximum compression in the concrete then becomes 
/(= 1.434X 12 X3i.6=S40 lbs. per aq.in. 
The maximum lensiuii in the concrete 

/a=o.4Xi.i66XizX3«-6=i781bs. persq.in. 
The maximum stresses in the steel are: 

I compression, /,,= 15X12X1.325X31-6-1-3230=10.7701 
■ 1 tension, /„=-isXi2Xi.o7X3>-6-F29go= -3105- 

At all other sections, there appear very slight tensile stresses or none 
at all; and the maximum compression in the concrete remains below 
570 lbs. per sq.in. 





Total Stresses in 


THE Steel 












(Lbs 


persq 


in.) 








Point. 





1 


, 


3 


4 


s 


" 




u. fiber 


6215 


5945 


5^45 


42=5 


3 '90 


2650 


=8SS 


Dead load / 


. fiber 


ifig; 


199s 


3765 


4885 


5890 


61 30 


S88S 


Live load (305 / 


u. fiber 


837s 


789s 


66=5 


495° 


3615 


3500 


4435 


lte./fl.') t 


. fiber 


3647 


4J75 


56=5 


7445 


8550 


7890 


6395 


Live load on right ( 


u. fiber 


Jigs 


8395 


7905 


5945 


3=6o 


1510 


1355 


half \ 


. fiber 




215s 


27 = 5 


48=5 


7440 


8680 


8385 


Live load on left ( 
halt i 


LI. fiber 


7=55 


5445 


4025 


33 2S 


35=0 


4640 


S7as 


. fiber 


3137 


5"5 


66:5 


7505 


7030 


5340 


3895 


Spetialload(7it0M / 


u. fiber 


HISS 


860s 


59=5 


3795 


3690 


3790 


4375 


-|-i22lba./[t.').. \ 


. fiber 




3>63 


S9')S 


8175 


8090 


7230 


S'SS 


Temperature, .. i 


u. fiber 
. fiber 


T2I50 

±2S'0 


T1420 
±2300 


=F 750 
±1610 


± 480 

..0 


±1980 
±1180 


±295° 
±i330 


±3100 
±2fi;o 
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2. DESIGN OF AN ARCH BY THE GRAPHIC METHOD 

HrNGELEss Arch 

{Chauderon-MorUbenon Bridge at Lausanne) 

By the gn^)hic method developed above (Chapter IV6), we detennine 
the influence4ines for the moments at the diflFerent arch-sections. 

In the hingeless arch, the moment at any pomt C (Fig. 15) is given by 

if =1/ 5— £r • y—Xi • x—Xt. 

Here M^ denotes the moment in a simple beam under the same loading, 
H the horizontal thrust, Xi the difiFerence between the vertical end-reac- 
tions in the arch and the corresponding reactions in a simple beam, and 
Xi a moment defined by Xi=H-Zo. The axis of abscissae must be so 
located as to render the sum of the static moments about that axis of the 

arch-elements, loaded with the reciprocals — , equal to zero; hence 

2— • A5 = o. The influence-lines for Hy Xi and Xt may be constructed as the 

funicular polygons for the arch-elements loaded successively with the 

y , X I 

"weights" w=j'^j w=y'As and w'^= — 'As, In Fig. 43, diagrams 

(4), (7) and (8) show these funicular polygons in dash-and-dot lines. 
First, by aid of the force-polygon for the weights w'' (i) and the funiciilar 
polygon for the same weights applied horizontally (2), the position of the 
axis of abscissae is determined. Then the weights w and w' are computed, 
and, by aid of their force-polygons, (3) and (6), the funicular polygons 
(4) and (7) are constructed. The pole-distance in (3) is chosen arbitrarily; 
and the scale-unit for H, that is the implied magnitude of the load G, is 
obtained by adding a small correction to the intercept 2motn of the funic- 
ular polygon (5) which is constructed for the weights w applied horizon- 
tally. The pole-distance in (6) is also arbitrary; the ordinates of the 
Xi-polygon must be measured by a scale-unit equal to the length 2«J|» 
intercepted on the axis of the ordinates between the first and last sides of 
the polygon. On the other hand, in the force-polygon (i) for w", the 
pole-distance is taken =|Sw;", so that the outside ray is at 45°; the 
ordinates of the funicular polygon (8) then give the quantity Xt to twice 
the scale of lengths. In order, next, to obtain the moments H • y and Xi • x 
to the same scale,' the respective funicular polygons H and Xi should be 

y X . " 

reduced in the ratio — and — , which may be accomplished by changing the . 

2 2 

respective pole-distances in the ratio y : mmo and x : nwo. Accordingly, 




Fig. 43-— ChauderoD-Montbenon Bridge at Lausanne. Deagn by the Graphic 
Method. 
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the series of H- and A'l-polygons for the arch-points o to 8 are drawn 
in (4) and (7); this construction is facilitated by the fact that corre- 
sponding sides of all the polygons in a series must intersect each other 
on the closing side. The ordinates of these polygons, measured to twice 
the scale of lengths, give the moments By and X\X\ hence these may 
be added directly, by means of dividers, to the ordinates of the Xj-line. 
It remains merely to subtract the combined ordinates from the influence- 
lines of the moments Mi,. The latter, however, are familiarly obtained 
as triangles; and, in order to have the same scale as for the other influence- 
lines, the intercept of the triangles at the mid-vertical must be made 

= x=x\ In this manner are obtained, in (8), the influence lines of 

2 

the moments M about the points o to 8. On account of the close crowding 
of the oblique lines, the ordinates lying to the left of the respective arch- 
points are transferred to horizontal axes. The scale to be applied is twice 
the scale of lengths; i.e., if i \n. = k linear units, 2 ins. = ife moment units. 
The axial thrust at any section C (Fig. 15) is given by the equation 

N=H' cos 0-f-F-sin 0. 

To represent this equation, we use the influence-lines for H and F, the 
latter being given by V=Vi,+Xi. In Fig. 43 (4), these influence-lines 
are drawn. 

In calculating the maximum fiber-stresses at any section by 

A^ M 

where Z=the section modulus), the cases of loading considered are those 
producing the maximum positive or negative values of M. To be precise, 
it is the moments about the core-points of the section that should be made 
a maximum or a minimum; nevertheless the difference in the lengths of 
loading is insignificant, and by the above simplifying assumption the num- 
ber of cases of loading to be investigated is reduced by one-half. 

The following data refer to the reinforced arch-rib of which a strip 3 
ft. wide is taken for consideration. The reinforcement consists of 4 angles, 
3X5X1 ins., giving /I, =4X2. 9 =11. 6 sq.ins. Hence, if d is the depth 
of section in feet, and assuming the coefficient n=Es : Ec= 11 (as 
specified by the Building Code of Switzerland), we have 

A = ^d-\-ii-As=sd+o,Sg (sq.ft.). 

The sectional constants and coordinates of the arch-axis are given in the 
^^iinwing table: 
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TABLE I 

{A = Ae-[-ii'As; /=/c+ii-/,) 



Point. 


X 


y 


d 


sin 


cos 


A 


/ 


1// 


W" 


O 


O 





2.46 





1 .00 


8.27 


4.64 


.216 


.106 


I 


6.6 


0.36 


2.49 


O.II 


0.99 


8.36 


4.82 


.207 


.206 


2 


13 I 


1. 01 


2.56 


0.18 


0.98 


8.55 


5-19 


.IQ3 


.189 


3 


195 


2.30 


2.74 


0.26 


0.96 


9.09 


6.31 


.158 


. 162 


4 


25-8 


3-94 


2.82 


0.34 


0.94 


9 35 


6.86 


.146 


143 


5 


31.8 


6.30 


3 OS 


0.41 


0.91 


10.05 


8.60 


.116 


•115 


6 


37-6 


9.19 


3.48 


0.48 


0.88 


11-33 


12.25 


.082 


.084 


7 


43-2 


12.70 


430 


0.55 


0.84 


13-80 


22.12 


•045 


.046 


8 


48.0 


16.98 


6.10 


0.61 


0.79 


19.19 


60.5s 


.016 


.018 



The quantities W'\ also W and W in Table II, are calculated from 
the values of w", w' and w for each three consecutive points by the formula 

The position of the axis of abscissae is determined by 

yo= .__,, =-— -=3-23 ft., 

^W 1.069 

which checks with the construction, Fig. 43 (2). Having fixed the axis, 
the ordinates y and the other quantities in Table II may be determined. 

TABLE II 



Point. 


y 


y/i 


x/I 


W 


W 


COJl' 

A 





323 


.698 





•329 





1(12) 


I 


2.87 


•596 


1.36 


.578 


'ii 


. 12 


2 


2.22 


.427 


2.52 


.404 


2.42 


. II 


3 


0.93 


.148 


3 09 


.148 


2 95 


.10 


4 


- 0.71 


- 103 


2.81 


— .104 


3.00 


.10 


5 


- 3 07 


-353 


3-71 


-.311 


3 45 


.08 


6 


- 5 96 


-.486 


3 07 


-•459 


2 99 


.07 


7 


- 9.46 


— ,428 


I 95 


— .408 


I 94 


.05 


8 


--I3-75 


— .228 


0.79 


- 149 


O.S9 


.03 



The correction to be apph'ed to the intercept of the funicular polygon 
(5), taking ^^0=1.46 as the polc-di.<»tancc of the force polygon (3), is calcu- 
lated by 

I ^ cm* 4f f 
c^"Z — .— - .Xo.72 = o.40 ft.; 
j^a A. 1.46 
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hence one-half of the scale-unit for the ^T-curve will be f»f»o= 9.50+0.49= 
9.99 ft., or G= 2mmo= 19.98 ft. 

By means of the moment influence lines, constructed as above described 
in Fig. 43, the effect of the dead loads and then that of the full live load 
will be determined. 

The dead load consists of: a. The weight of the arch strip 3 ft. wide 
together with the superimposed secondary arches and roadway members. 
These yield the following loads: 

Arch-segment, o -i -2 -3 -4-5 -6 -7 -8 
Weight (lbs.). 10,600 11,700 13,940 24,000 8900 24,800 29,800 16,100 

b. The portion of the weight pertaining to the members of the structure 
between the two halves of the viaduct. The latter amounts to 3070 lbs. 
per I ft. length of bridge. Since this is carried by an arch rib, 6 ft. wide, 
on each side, each 3 ft. strip receives a uniform load of 1X3070=768 
lbs. per lineal foot. 

The clear distance between the two ribs is 14.6 ft.; each rib being 
6 ft. wide, the total width of bridge is i4.6-|-(2X6) = 26.6 ft. On this 
is carried the live load of 100 lbs. per sq.ft. or 100X26.6=2660 lbs. per 
lineal foot. For the 3 ft. width of rib, the share of the live load is J X 2660= 
665 lbs. per lineal foot. 

The thrusts and moments and the resulting fiber stresses produced by 
these loadings are given for some of the sections in the following table. 
For the two cases of loading (dead load and full live load), the stresses 
were also calculated by the analytic method and were foimd to agree well 
with the graphic results. 

The horizontal thrust produced by temperature variation was calcu- 
lated by 

„ EuiT'l 

2mmo-pQ-As 

with E= 2,000,000 lbs. per sq.in., a? =0.000006 8, T = ±40° F., E(aT= 78,000 
lbs. per sq.ft., /=96 ft., and, in the drawing, 2fWof»= 20 ft., ^0= 146 and the 
divisions A5=6.56 ft. Hence 

^<= L ./;Jl;./; =' 39,600 lbs. 
20X1.46X6.56 

This thrust acts at the height of the axis of abscissa; therefore the 
resulting moments are given by Ht-y. In the following table these tem- 
perature stresses are included and ultimately added to the maximimi 
tresses occurring with the severest live load condition. 



EXAMPLES 
TABLE m— STRESSES 





— - 


(tonsl 






^ 


M_d 


Strain Con^tc 




tfl,-t<.ofl 


^.^^ 


"^^l 




Pound* iwr Square Insh. 






138 

d: ID 


- 8.7 


177 
317 
193 

± 33 


- ii 

- 61 
+ J 

- 95 
±136 


=F=03 
4W 








- 16 

-1- 

- =5 
i 63 


1 




1 


Critical 1 +i/... 
loading for 1 — M . .. 

Temperature effect 

Max.+temperature 

Min.-I- temperature 


19s 

106 

±369 

-ro3 

464 






IIQ 

1I8 

1113 

± ig 


- 33 
± 43 


i 


172 

'93 

190 

± 31 


- 39 

+ ^5 
-114 
±150 


361 
168 
304 
T119 
4^3 
49 


, 








1 


CriUcal f +Jf . . . 
loading for \ -M... 

Temperature effect 

Mas. + temperature 

Min.-h temperature 


Z18 

76 

±iBi 

-105 

3M 






107 

113 

"S 

± 19 


+ 33 


6 

i 

5 


I6S 
103 
191 
178 
± 29 


- 36 
-.69 

± ss 


33s 
347 










1 


Critical / +M... 
loading for \-M.-. 

Temperature effect 

Max. + temperature, . . . 
Min. + temperature 


393 

9 

T 84 

-3^ 






»3 

118 
± 19 


-1- 4 

-H 11 
-1-4B 
- ii 
=F 14 


f 
3 


168 

!07 

198 

177 


+ IJ 

+ 34 
+ 138 
- 92 
R^ 40 


iS6 
'73 
60 

.■a 
335 


180 








1 


Critical f +M-.. 
loading for \-M... 

Temperature effect 

Max. + temperature 

M in. + temperature 


85 

'33 






'3S 

133 

± 17 


H- 43 
+ 53 
+ 93 


3 
7 

9 



ISO 

184 
16S 
166 

± !3 


+ 85 
+ 106 
+184 
+ 8 
^233 


- 16 
tss 

±255 

4J3 

-371 






Fully loaded. 




1 
1 


Critical r +M... 
loading for \-M... 

Temperature effect 

Max.+temperature.... 
Min.+ temperature 


351 
174 






13s 


+ 1 
- 16 

=F373 


8 
8 

9 


99 

107 

=b 11 


+ 7 

+ S3 
- S8 
=Fi9J 


91 
132 
54 
170 
±;d3 
373 
-149 


106 




Fully loaded 


loS 


1 
1 


Critical I -k-M... 
loading for 1 -AT. , , 

Temperature effect 

Mai.+temperamre. . . . 
M in. + temperature 


160 
341 
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The above calculations indicate, under unfavorable combination of 
temperature and live load, excessive tensile stresses in the concrete near 
the abutments. We must therefore compute the stresses on the basis of 
Phase II, in which the elastic coeflScient of the concrete is no longer con- 
sidered constant. Applying this treatment to section 6, assuming a 
diminished elastic coefficient for the concrete in tension, we obtain the fol- 
lowing results: 

The distance x of the neutral axis from the compression fiber at this 
section is obtained by substituting in Eq. (7) the values of N and M 
produced by the combination of loading and temperature giving maximum 
tension in the upper fibers, viz., 

iV^=i35— 17 = 118 tons, 

Jf =93.1+118.0=211.1 ft.-tons. 

211. 1 
Hence ^»= — --=1.79 ft.; also 6=3 ft., n-i4,=o.89 sq.ft., n»7t= 1.893 ^t.* 

IIo 

Assuming m=o.4, the cubic equation becomes 

x» -ho.20JC* -h30.38jc— 73.2 = o, 

.'. x= 2.083 ft. 
Eq. (7a) then gives 

[i X3.o(2.o83'-o.4 X 1.397^0 -I-0.89 Xo.343]/ii= 236,000, 

.'. /«=4i,7oo lbs./ft.*=289 Ibs./in.* (at i ft. from axis). 

The compressive stress in the concrete will then be 

/cp = 289X2.083 = 602 Ibs./sq.in.; 

the tensile stress 

/ct = 0.4X289X1.397 = 161 Ibs./sq.in. 

The stresses in the steel become 

/yp= 11X289X1.95 = 6200 Ibs./sq.in., 
fst =11X289X1.26=4010 Ibs./sq.in. 

If we do not count upon any tensile resistance of the concrete, Eq. 
(7) with m=o gives a:= 1.578 ft.; the maximum compression in the con- 
crete will then be/cp=732 Ibs./sq. in.; the tension in the steel /«i = 904o 
Ibs./sq.in. 

On account of the transfer of part of the weight of the arch directly 
to the steel reinforcement during erection, a fact not considered in the above 
computations, the concrete stresses are somewhat lower while the tension 
in the steel is somewhat higher than the values found above. 
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KEY TO PLATE I 

Chart foi^ the Design of Concrete Sections with Double 

Reinforcement 

nij m'= coefl&cients of resisting moment of the section; defined by M=^tn'bd*'fey 
if the concrete is stressed to the limit, or by M= m' • bd^ -fc, if the steel 
is stressed to the limit; 

/c= imit compression in extreme upper concrete fibers (pounds per square inch) ; 

/#= unit tension in lower steel reinforcement (pounds per square inch) ; 

h= width of section (inches) ; 

d= total depth of section (inches) ; 

a;= distance of neutral axis below extreme upper fibers, expressed as a frac- 
tion oid\ 

Por single reinforcement, use points on axis of abscissae. 

For positive moments (compression in upper fibers), use black curves and figures. 
For negative moments (compression in lower fibers), use red curves and figures. 
For sections subject to reversal of moment, use intersection of corresponding black 

and red curves. 
Line iU?= locus of points on curves of same color giving minimmn combined 

reinforcement. 



Note. — ^When more convenient, the black curves may be used instead of the 
red curves upon interchanging the words " upper " and " lower " throughout key 
and chart. 



NUMERICAL EXAMPLES 
Illustrating Use of Plate I 

Example i. — To design a section for a positive bending moment. 

Given Jlf= 480,000 in.-lbs., 6=12 ins., rf=2o ins., max. /c=soo lbs. per 
square inch. 



„r. , , ^ 480000 

With these values, f»= , _, , = = +0.20. 

bd^-jc 12X400X500 
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The coordinates of any point of the curve m= -|-o.2o will give a suitable com- 
bination of upper and lower reinforcement to resist the above bending moment. 
Thus the respective percentages may be made: 

upper lower 

o and 3.1 (i.e., single reinforcement); 

0.25 and 2.0 

0.62 and 1.22 (see Example 3); 

0.8 andi.o (most economical); 

1 .0 and 0.83 (both stresses limiting). 

With the last combination, the tension reinforcement would have the full 
allowable stress of 30 •/c= 15,000, so that a further reduction of the tension rein- 
forcement is impossible. A further increase in the compression reinforcement 
will not augment the resisting moment of the section unless the allowable stress 
in the tension steel is raised. 

The most economical combination (0.8 and i.o per cent) is obtained by taking 
the point on the line RR. For this combination (by interpolation between the 
dotted lines), a;=o.336 and /, 1/0=25.23. Hence /«= 25.23/5= 12,615 lbs. per 
square inch, tension in lower reinforcement. The compression in the upper 
reinforcement is simply »(= 15) times the stress in the concrete at the same point. 
The tensile resistance of the concrete below the neutral axis is neglected. 

I'.XAMPLE 2. — To design a section for a negative bending momem. 

Given i/=— 360,000 in.-lbs., 6=12 ins., d=20 ins., max. /c=5oo lbs. per 
square inch. 

— 360,000 

With these values, m= = — 0.15. 

12X400X500 

The coordinates of any point of the curve m= — 0.15 {red curve) will give a 
suitable combination of upper and lower reinforcement to resist the above 
bending moment. Thus the respective percentages may be made: 

upper lower 

0.99 and o (i.e., single reinforcement); 
0.80 and 0.17 (most economical combination); 
0.62 and 0.38 (both stresses limiting); 
0.62 and 1.22 (see Example 3); 
0.62 and any percentage >o.38. 

The same values may also be obtained by using the black curve (w=-f-o.i5) 
while imagining the section turned around, i.e., reading the upper reinforcement 
on the horizontal axis and the lower reinforcement on the vertical axis. The 
intersection of the black curve with the line RR gives the most economical com- 
bination, 0.80 and 0.17 per cent. For this combination, ic= 0.347 (measured 
the bottom of the section) and /, : /c= 23.87. Hence /*= 23.87X500= 11,935 
square inch tension in upper reinforcement. 
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Example 3. — To design a section to take reversal of bending moment, (Com- 
bination of Examples i and 2.) 

Given maximum positive if =480,000 lbs. and maximum negative if = —360,000 

lbs., 6= 12 ins., d= 20 ins., max. /c= 500 lbs. per square inch, 
max. /,= 15,000 lbs. per square inch. 

M 
With these values, f»= =-|-o.20 and —0.15, respectively. The black 

od^'fe 

curve f» = +o.2o and the red curve w=— 0.15 intersect in the point (1.22, 0.62), 
indicating the requirement of 0.62 per cent upper reinforcement and 1.22 per 
cent lower reinforcement to exactly resist the above bending moments. Both 
strength and economy may be increased, however, by moving along the curve 
f»=-}-o.2o to the intersection of the RR line, giving 0.8 per cent upper and i.o 
per cent lower reinforcement. By this change, notwithstanding the reduced 
reinforcement, the negative resisting moment of the section is increased from 
f»=— 0.15 to w=— 0.196. 

The point (i.o, 0.8) yields the ratio /« 1/6=25.23. Hence, imder the maxi- 
miun positive moment, 

/c=5oo (upper fiber), 

and fs= 25. 23 •/c= 1 2,61 5 (lower reinforcement). 

The point (0.8, 1.0) yields the ratio fs 1/0=30.90. Hence, for maximum 
negative moment, since the full resisting moment of the section is not utilized, 

/t=- — X 1 5,000=11,490 (upper reinforcement), 
.196 

and /c=/« -^ 30.90= 372 (lower fiber) . 



Note. — If no compression reinforcement is used, the chart shows that 0.5 
per cent of tension reinforcement gives a perfectly balanced section (defined by 
/• :/c=3o). The chart also shows that when the required single reinforcement 
exceeds 0.75 per cent, the introduction of compression reinforcement is con- 
ducive to economy even though the section is not subject to reversal of bending 
moment. 
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Analytic methods, 26, 41, 56 
Approximate methods, 60-64 

— arch curve, 92, 95 

— bending moments, 20, 63, 64, 100, 

105, III 

— continuous arches, 82, 85 

— coordinate axes, 61 

— elastic piers, 85 

— examples, 95, 115, 119, 125 

— fiber stresses, 64, loi 

— half-span load, 20, 32, 62, 63, 103 

— hingeless arches, 60-64, 85, 92, 95 

— horizontal thrust, 61, 62, 64, 93, 96, 

loi, 106 

— limitations, 64 

— line of resistance, 60, 61, 62 

— proportioning reinforcement, 115, 

119, 123 

— temperature effects, 64 
Arch airve, 88-95 

— approximate determination, 92, 95 

— basket handle, 37, 94 

— best curve defined, 20 

— effect of varying loads, 94 

— exact method, 88, 95 

— ^''.amples, 95 

— live-centered, 94 

— hingless arches, 91, 93, 95, 104 

— line of resistance, 20, 88, 95 

— open spandrels, 91 

— ordinates, 91, 93, 94 

— ^*us of curvature, 94 
Arch strip, i, 99 

Arch thrust (see Horizontal thrust). 
Arches, 

— calculation, 1 2 i-i 2 7 

— continuous, 79-87r 



Arches — Continued , 
— deflections, 86 

— deformations, 25, 26, 34, 67 
-— division, 17, 27, 46 

— equations of conditions, 29, 30, 35, 

30, 52, 58 

— external forces, 1-3 

— flat, 61 

— highway, 98, 99, 104, 115 

— hingeless, 25-50, 60-64 {see Hinge- 

less Arches). 

— hinges, 3, 13, 21, 66 

— indeterminateness, 3, 13, 66, 79, 80 

— internal stresses, 4-12, $$ 

— joint pressures, 2 

— line of pressure, 3 

— line of resistance, 2, 3, 15, 17, 20, 

33, 38, 50, 60, 88 

— long-span, 103 

— masonry, 98, 102, 104 

— Melan type, 1 14-120, 128 

— one-hinged, 66-70 

— parabolic, 19, 20, 61, 94 

— principles, 1-3 

— railway, 99, 107 

— rise, 13, 61, 64, 88, 94, 117 

— segments, 16-17 

— symmetrical, 42 

— theory, 4, 5, 25 

— thickness, 89, 96-108, 109, 11 1 

— three-hinged, 13-24 {see Three- 

hinged Arches). 

— two-hinged, 65, 66 

— without hinges {see Hingeless 

Arches). 
Axial thrust, 

— continuous arches, 81 
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Axial thrust — Continued^ 

— defined, 5, 37 

— examples, 131, 132, 148 

— general expression, 37, 144 

— hingeless arches, 28, 32, 37, 49, 

SO, 144 

— illustrated, S 

— influence lines, 23, 48, 49, 144 

— non-vertical loads, 57 

— one-hinged arches, 67 

— temperature, 55, 138 

— three-hinged arches, 14, 23 

Basket-handle arch, 37, 94 
Beam, shnple, 5, 14, 23, 43, 49, 93 
Bending moment, 

— approximate vafues, 20, 63, 64, 100, 

IDS, III 

— at quarter-points, 20, 63, 100, 105 

— design for, 123, 124, 151, 152, 153 

— examples, 131, 132, 134, 137, 138, 148 

— for half-span load, 19, 20, 63, 105, 

"I, 134 

— from temperature, 55, 64, 137 

— general expression, 5, 11, 38 

— in continuous arches, 81 

— in hingeless arches, 28, 32, 38, 48, 

63, 100, 131, 142 

— in one-hinged arch, 67 

— in reinforced concrete arch, iii, 

131, 148, 151 

— in simple beam, 43, 93 

— in three-hinged arch, 14, 19, 20, 22, 

los 

— influence lines, 21, 22, 43, 48 
Brick, 98, 102 

Calculation of stresses, 1 21-127 
Casiigliano's theorem, 29 
Centering, 114 

Chart for reinforcement, 124, 125, 151 
Coefl&cient of elasticity, 4, 7 
Coefl&cient of expansion, 55, 64 
Comparison of methods, 17, 95 

'tions, 15, 16, 22, 98, 99, 121, 

102, 107 



Continuous arches, 79-87 

— bending moment, 81 

— exact solution, 81 

— hinged, 79 

— hingeless, 80, 81, 82 

— horizontal thrust, 79, 83, 86 

— indeterminateness, 79, 82 

— simple solutions, 82, 83, 85, 87 

— three-hinged, 80 
Coordinate axes, 

— approximate method, 61 

— conditions imposed, 39 

— direction of axis, 39, 40, 41, 6$, 68 

— elastic abutments, 74 

— equations, 41, 43, 74 

— graphic method, 40 

— hingeless arch, 39, 40, 41, 43, 61 

— illustrated, 40, 45, 67 

— location of origin, 39, 61, 65, 74 

— one-hinged arch, 66, 68 

— symmetrical arches, 41, 43, 74 
Coordinates, 

— best arch curve, 93, 94 

— center of curvature, 36 

— hingeless arch, 27, 35, 36 

— one-hinged arch, 66 

— transformation, 35, 36 
Core-distances, 6 
Core-points, 6, 21 
Critical loading, 18, 21 
Crown-depth, 103, m 

Curve for arch {see Arch Curve). 
Curved ribs, 5 



Dead load, 109, 117, 129, 146 
Deflections, 86 
Deformations, 25, 26, 34, 67 
Densities of materials, 98 
Depth of arch {see Thickness). 
Design by Phase I, 9, 10 
Design by Phase II, 11, 12 
Determinateness, 3, 13, 66, 79, 80 
Displacement of abutments, 54, 71 
Distributed load, 18, 22, 96, 98 
Distribution of normal stresses, 6, 7 
Division of arch, 17, 27, 46 
Double reinforcement, 123 
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Elastic abutments, 71-78 

— continuous arches, 82 

— coordinates, 74 

— deformations, 73, 83 

— graphic method, 72, 77 

— horizontal displacement, 71 

— horizontal thrust, 71, 72, 75, 84 

— influence lines, 76 

— reactions, 76, 77, 78 

— rotation, 72, 84 

— straight beam, 78 

— symmetrical arch, 74 
Elastic deformations, 25, 67 
Elastic piers, 82, 85 
Elastic ratio, 7, 8, 122 

Elastic weights, 42, 44, 65, 69, 145 

Elasticity of concrete, 4, 7 

Ellipse of elasticity, 40 

End reactions {see Reactions). 

Equations of condition, 29, 30, 35, 

39, 52, 58 
Equilibrium curve, 3 
Equivalent cross-section, 9, 109 
Equivalent moment of inertia, 10, no, 

123 
Examples, 1 28-141, 142-148 

— analytic method, 1 28 

— approximate methods, 95 

— axial thrust, 131, 132, 148 

— bending moment, 131, 132, 134, 137, 

138, 148 

— determining arch curve, 95 

— determining thickness, 107 

— fiber stresses, 126, 131, 138, 147 

— graphic method, 142, 143 

— half-span load, 104, 134 

— highway bridges, 104, 115, 119, 128 

— hingeless arches, 95, 104, 115, 119, 

128, 142 

— horizontal thrust, 95, 104, 108, 130, 

131, 133, 134, 136, 137, 146 

— line of resistance, 95 

— masonry arch, 104 

— M elan's arches, 118, 119, 128 

— plain concrete arch, 107 

— railway bridges, 107 

— reinforced concrete arches, 115, 119, 

128 



Examples — Continued, 

— reinforced concrete sections, 125, 127 

— temperature effects, 105, 137, 146 

— three-hinged arches, 107, 108, 119 
External forces, 1-3 

Fiber stresses, • 

— approximate methods, 64, loi 

— curved ribs, 5 

— distribution, 6, 7 

— examples, 126, 131, 138, 147 

— general formulae, 5, 6, 10, 21, no, 

144 

— hingeless arches, 25, 33, 49, 64, loi, 

112, 122, 131, 133, 135, 148 

— maximum, 24, 49, 153 

— Melon system, 115 

— reinforced concrete, 8, 102, in, 112, 

114, ns, 126, 152, 153 

— reinforcement, 10, 12, 114, 115, 153 

— straight beams, 5, 10, 21 

— temperature, 64, 138 

— three-hinged arches, 21, 24, 106, 120 

— unit stresses, 100, 102, 114, 115 
Five-centered curve, 94 

Flat arches, 61 
Force triangle, 2, 15 
Foot bridges, 98 
Full-span loading, 

— bending moment, 19 

— examples, 104, 132 

— hingeless arch, 61, 132 

— horizontal thrust, 18, 61, 104 

— intensity, 99, 104 

— line of resistance, 18 

— maximum stresses, 18 

— short cuts, 61 

— stresses, 121, 132 

— three-hinged arch, 18, 19 
Funicular polygons, 2, 15, 17, 47, 69, 7^ 

Graphic methods, 

— approximate methods, 63 

— distribution of stresses, 6, 7 

— elastic abutments, 72, 76, 77 

— elastic weights, 43 

— examples, 142, 143 

— half-span load, 19 
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Graphic methods — Continued^ 

— hingeless arches, 33-So» ^42 

— horizontal thrust, 45> 47, 70» 77, i43 

— influence lines, 22, 23, 47, 48, 66, 70, 

76, 121, 142 

— line of resistance, 15, 17, 18, 63 

— locating the axes, 40 

— one-hinged arches, 67, 69, 70 

— proportioning reinforcement, 1 24, 

I2S, 151, 152, 153 

— reactions, 15 

— subdividing the arch, 45, 46 

— three-hinged arches, 15, 16, 17, 22 

Half -span loading, 121 

— bending moments, 19, 20, 63, 105, 

III, 134 

— examples, 104, 134 

— for arch curve, 20 

— hingeless arch, 32, 62, iii 

— horizontal thrust, 32, 62, 134 

— intensity, 99, 104 

— line of resistance, 18, 19, 20, 103 

— maximum stresses, 121, 135 

— parabolic arch, 20 

— reactions, 63 

— reinforcement, 11 1 

— short cuts, 20, 32, 62, 63, 103 

— thickness required, 103, iii 

— three-hinged arch, 18, 19, 20 
Highway bridges, 99, 104, 115 
Hingeless arches, 25-50 

— analytic method, 26-33 

— approximate methods, 60^4, 85 

92,95 

— arch curve, 91, 93, 95, 104 

— axial thrust, 28, 32, 49, 50, 144 

— bending moment, 28, 32, 38, 48, 63, 

100, III, 131, 142 

— conditions of constraint, 26, 35 

— continuous, 79, 80, 82 

— coordinate axes, 39, 40, 41, 43, 61 

— crown moment, 32, 63 

— crown shear, 32 

— defined, 25 

— deformations, 26, 34 

— elastic weights, 42, 44, 142 

— end reactions, 49 



Hingeless arches — CotUinuedj 

— examples, 95, 104, 115, 119, 128, 142 

— fiber stresses, 25, 33, 49, 64, loi, 112, 

122, 131, 133, 13s, 148 

— full-span load, 61, 132 

— graphic method, 33-50 

— half-span load, 32, 62, in 

— horizontal thrust, 32, 39, 42, 47, Ci, 

91, 93, 104, III, 130 

— illustrated, 27, 36, 45, 116, 143 

— influence lines, 45, 47, 4S, 49, ^42 

— line of resistance, 33, 38, 50, 93, 95 > 

103 

— maximum stresses, 33, 49, 100, 147 

— non-vertical loads, 57, 59 

— radius of curvature, 94 

— reinforced concrete, 26 

— reinforcement, in, 113, 114, 118, 

120 

— subdivision, 45, 46 

— symmetrical, 31, 37, 47, 59 

— temperature effects, 51, 53, 54, 55* 

64, 137, 146 

— tensile stresses, 25 

— thickness, 103, 104, 105, in 

— unknowns, 38 
Hinges, 3, 13, 21,66 
Horizontal thrust, 

— approximate values, 61, 62, 64, 93,. 

96, loi, 106 

— defined, 3, 96 

— examples, 95, 104, 108, 130, 131, 133, 

134, 136, 137, 146 

— for half -span load, 32, 62, 134 

— for uniform load, 18, 61, 62, 91, loi,. 

104, 108 

— from non-vertical loads, 59 

— from temperature, 52, 53, 54, 64^ 

70, 137, 146 

— graphic method, 45, 47, 7©, 77, I43 

— illustrated, 2, 5, 13, 54, 63, 128 

— in continuous arches, 79, 84, 86 

— in hingeless arches, 32, 39, 42, 61, 

91,93, 104, 130 

— in one-hinged arches, 66, 69, 70 

— in symmetrical arches, 66 

— in three-hinged arches, 14, 18, 106, 

108 
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Horizontal thrust— Continued, 

— in two-hinged arches, 65 

— influence lines, 22, 45, 47, 66, 70, 

76, 77, 142, 143 

— with elastic abutments, 71, 72, 75f 

84. 

Inclined forces, 14, S6-S9 
Inertia ellipse, 40 
Influence lines, 

— approximate method, 22 

— exact method, 21 

— for axial thrust, 23, 48, 49, ^44 

— for critical loading, 21 

— for concentrated loads, 22, 121 

— for horizontal thrust, 22, 45, 47, 66, 

70, 76, 77, 142, 143 

— for moments, 21, 22, 43, 48 

— for reactions, 45, 48, 49, 76, 142 

— for shear, 66, 70 

— for simple beam, 43 

— for imiform loads, 22 

— hmgeless arch, 45, 47, 48, 49, 142 

— illustrated, 23, 45, 67, 77, i43 

— one-hinged arch, 66 

— properties, 22, 121, 144 

— three-hinged arch, 22, 23 

— yielding abutments, 76 
Internal stresses, 4-12, 33 

Joint pressures, 2 
Joints, I, 3 

Key to chart, 151-153 

Line of pressure, 3 
Line of resistance, 

— as arch curve, 20, 88, 95 

— construction, 15, 17, 18, 50 

— defined, 2, 3 

— equations, 90, 93, 96 

— example, 95 

— for half-span load, 18, 19, 20, 103 

— for hingeless arch, 33, 38, 50, 93, 

95, 103 

— for live load, 18 

— for one-hinged arch, 66 

— for symmetrical arch, 16, 17 



Line of resistance — Continued, 

— for three-hinged arch, 15, 17, 18 

— illustrated, 2, 16, 17, 19, 36 

— location, 3, 33, 50, 60, 62 

— ordinates, 93, 103 

— properties, 38, 60, 61, 90, 93, 96, 

103 

— radius of curvature, 94, 96 

— rise, 61 

Live load, 98, 99, 115 
Load profiles, 91, 92 
Longitudinal forces, 56 
Long-span arches, 103 

Masonry, 98, 102, 104 
Maximum stresses, 

— approximate methods, 50, 121 

— exact method, 49 

— examples, 120, 139, 141 

— half-span load, 100, 121 

— hingeless arches, 49, 100, 139 

— influence lines, 121 

— in the concrete, 139, 141 

— in the reinforcement, 120, 140, 141 
Melan, publications, 149 

Melan system, 1 14-120, 128 

— advantages, 114, "8 

— design, 131 

— economy, 118 

— examples, ii8, 119, 128 
■^^^ hingeless, 118, 128 

— illustrated, 116, 143 

— principle, 114, 118, 131 

— reinforcement, 115, 117, 120 

— stress in the steel, 114, 115, 120 

— three-hinged, 119 
Methods outlined, 94, 121, 122 
Middle third, 6, 103 

Moment (see Bending Moment, Resist- 
ing moment). 
Moment of inertia, 10, no, 123 

Neutral axis, 11, 12, 123, 139 
Non-homogeneous material, 7 
Non-vertical loads, 14, 56-59 
Normal sections, 3 
Normal stresses, 4, 12, 49 
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One-hinged arches, 66-70 

— axial thrust, 67 

— bending moment, 67 

— coordinate axes, 66, 68 

— graphic method, 67 

— horizontal thrust, 66, 69, 70 

— influence lines, 66 

— line of resistance, 66 

— reactions, 70 

— temperature effects, 70 

Parabolic arch, 19, 20, 61, 94 
Phase I, 7, 9, 26, no, 122 
Phase II, 7, 8, 11, 122, 148 
Pole, 17, 18 
Pole-distance, 3, 18, 78 
Pressure line, 3 

Quarter-points, 20, 94, 106 

Radius of curvature, 5, 92-97 

— at crown, 92, 94, 117 

— examples, 95, 117 

— for best arch curve, 92 

— hingeless arch, 92, 94 

— of intrados, 97 

— of line of resistance, 94, 96, 97 

— properties, 96 

Ratio of elastic coefficients, 7, 8, 122 
Ratio of reinforcement, 109, in, 113, 

114, 115, 117, 120, 126, 127 
Railway bridges, 99, 107 
Reactions, 2 

— approximate methods, 15 

— defined, 2, 38 

— example, 108 

— graphic methods, 15 

— half-span load, 63 

— hingeless arches, 45, 49 

— influence lines, 45, 48, 49, 76, 142 

— one-hinged arches, 70 

— simple beam, 14 

— temperature, 53, 54 

— three-hinged arches, 14, 15, 108 
References, 149, 150 
Reinforced concrete, 7 

— arches, 4, 7, 8, 109, in, 115, 116, 

119, 128, 131, 148, 151 



Reinforced concrete — Continuedj 

— chart for design, 124, 125, 151 

— coefficient of expansion, 55, 64 

— cross-section, 9, 109 

— density, 98 

— design, 9, n 

— double reinforcement, 123 

— elastic ratio, 7, 8, 122 

— elasticity, 4, 7 

— examples, 115, 116, 119, 125, 127, 

128 

— fiber stresses, 8, 12, in, 126, 152, 

I S3 

— hingeless arches, 26, in, 113, 114, 

118, 120 

— Melan system, 114, 116, 120, 128 

— moment of inertia, 10, no, 123, 

— Phase I, 7, 9, 26, no, 122 

— Phase II, 7, 8, II, 122, 148 

— proportioning reinforcement, 113, 

115, 119, 123, 124, 125, 151 

— resisting moment, 1 23 

— three-hinged arches, 113, 114, 119, 

— unit stresses, 102, 114, 115 
Reinforcement, 

— adhesion, 125 

— approximate methods, 115, 119, 123 

— chart, 124, 125, 151 

— double, 123 

— economical, 153 

— examples, 151, 152, 153 

— fiber stresses, 10, 12, 114, 115, 153 

— hingeless arches, in, 113, 114, 118, 

120 

— length of rods, 125 

— ratio, 109, III, 113, 114, 11$, 117, 

120, 126, 127 

— rigid system, 114, 118 

— symmetrical 10, no, 122, 125, 126 

— three-hinged arches, 113, 114, 119 

— unit stresses, 114, 115 
Resistance curve {see Line of resist- 
ance). 

Resisting moment, 123, 124 
Right arch, i 

Rigid reinforcement, 114, 118 
Rise of arch, 13, 61, 88, 94, 117 
Rise-ratio, 64 
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Sections, i, 2, 3 

Segments, 16, 17 

Shear, 69 

Shearing stresses, 4, 12 

Short cuts (see Approximate methods). 

Simplified methods, 83, 85, 92 

Simpson* s rule, 31, 44 

Skew arches, i 

Skew symmetry, 42 

Spandrel filling, 16 

Spandrels, 91 

Specifications, 55, 119, 136 

Spreading of loads, 99 

Static determinateness, 3, 13, 66, 79, 80 

Static moments, 43, 47 

Stone, 98, 102 

Stress at imit distance, 1 1 

Stresses in reinforced concrete, 8 

Sjmimetrical arches, 16, 31, 41, 44, 47, 

52, 59, 66 
Sjmunetrical loading, 16, 32 
S3mMnetrical reinforcement, 10, no, 

125, 126 

Temperature eflfects, 51-55 

— approximate methods, 64 

— axial thrust, 55, 13S 

— bending moments, 55, 64, 137 

— coefficient of expansion, 55, 64 

— crown shear, 70 

— examples, 137, 146 

— fiber stresses, 64, 138 

— hingeless arches, 51, 53, 54, 55, 64, 

105, 137, 146 

— horizontal thrust, 52, 53, 54, 64, 

70, 137, 146 

— in concrete, 55, 64 

— one-hinged arches, 70 

— reactions, 54 

— symmetrical arches, 52, 54 

— three-hinged arches, 51, 113 

— two-hinged arches, 66 

— work of deformation, 51, 81 
Tensile stresses, 6, 7, 25, 102, 105, 

no, 112 
Theory of the elastic arch, 4, 25 
Thickness of arches, 96-ioS 
— > at cnmn, 103, in 



Thickness of arches — Continued, 

— examples, 104, 107 

— for temperature, 104 

— for tensile stresses, 103, 108 

— hingeless arches, 102, 103, 104, in 

— increase toward abutments, 89, 97 

— masonry, 98, 102, 104 

— plain concrete, 98, 102, 103, 107 

— r3inforced concrete, 109, in, 113 

— three;hinged, 106, 107, 113 
Three-hinged arches, 13-24 

— axial thrust, 14, 23 

— bendin;; moment, 14, 19, 20, 22, 105 

— continuous, 80 

— defined, 3, 13 

— examples, 107, 108, 1 19 

— fiber stresses, 21, 24, 106, 120 

— graphic methods, 15, 16, 17, 22 

— half-span load, 20, 107 

— horizontal thrust, 14, 18, 106, 108 

— illustrated, 13, 19, 23, 80, 106 

— inclined loads, 15 

— influence lines, 22, 23 

— line of resistance, 15-20 

— reactions, 14, 15, 108 

— reinforced concrete, 113, 114, 119 

— temperature effects, 51, 113 

— thickness, 105, 106, 107, 108, 113 

— uniform loads, 18, 19, 108 
Trial pole, 1 7 

Triangle of forces, 2, 15 
Two-hinged arches, 65, 66 

Uniform load, 18, 22, 96, 98 
Unit stress, 

— concrete, 102, 117 

— examples, 104, 117 

— masonry, 102, 104 

— safe values, 102 

— selection, 100, 113, 114 

— steel, 114 

— three-hinged arches, 113 
Unknowns, 38, 56 

Vertical loads, i, 13 
Voussoir arch, 3 
Voussoirs, i 

Work of deformation, 29, 51, 8r 
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